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FATIGUE TESTS OF WELDED JOINTS IN 
STRUCTURAL STEEL PLATES 


I. InrTRODUCTION 


1. Object and Scope of Investigation—The primary object of this 
investigation was to obtain information on which to base specifications 
governing the design of welded structural members subjected to either 
reversed or pulsating stresses. 

One of the deterrents to the use of welds as a means of fabricating 
bridges has been a lack of knowledge of the fatigue strength of welded 
joints. Engineers who had become accustomed to thinking of the 
static strength of carbon structural steel as being of the order of 
63 000 Ib. per sq. in., and of the fatigue strength of machined speci- 
mens of the same material as being of the order of 47 000 lb. per sq. 
in.,* were somewhat disturbed by the reports of early European tests 
which showed a fatigue strength of structural members connected by 
welds as low in some instances as 15 000 lb. per sq. in. The situation 
indicated clearly that fatigue tests of welded joints, as large as it was 
feasible to test, would have to be made before American engineers 
would fabricate bridges by welding. Realizing this situation, the 
Welding Research Committee of the Engineering Foundation organized 
a committee, known as Committee F, to plan and carry out an investi- 
gation such as appeared to be needed. This bulletin is a progress 
report of the resulting investigation. The tests have been planned by 
Committee F, of which Jonathan Jones} is chairman, and they have 
been financed by the Chicago Bridge and Iron Company, the Public 
Roads Administration, Federal Works Agency, and the Bureau of 
Ships of the United States Navy. The Carnegie-Illinois Steel Corpora- 
tion, the Bethlehem Steel Company, Lukenweld, Inc., the Bureau of 
Ships, the G. E. X-Ray Corporation, the Chicago Bridge and Iron 
Company, the Lincoln Electric Company, and the Lasker Boiler and 
Engineering Corporation contributed materials and services. The tests 
were made at the University of Illinois. 

The members of Committee F were: 

JONATHAN JONES, Chairman, Chief Engineer, Fabricated Steel Con- 
struction, Bethlehem Steel Company, Bethlehem, Pa. 


*This is for a cycle in which the stress varies from 0 to tension and for failure at 2 000 000 
cycles. For complete reversal and for failure at a much greater number of cycles the fatigue 
strength would, of course, be still less. 

tChief Engineer, Fabricated Steel Construction, Bethlehem Steel Company, Bethlehem, Pa. 
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Leon C. Brsper, Welding Engineer, Carnegie-Illinois Steel Cor- 
poration, Carnegie Building, Pittsburgh, Pa. 

H. GC. BoarpMan, Research Engineer, Chicago Bridge & Iron Com- 
pany, Chicago, Illinois. 

A. W. Carpenter, Engineer of Bridges, New York Central Rail- 
road, New York City, N. Y. 

Everert CHAPMAN, President, Lukenweld, Inc., Coatesville, Pa. 

F. H. Franxkianp, Chief Engineer, American Institute of Steel Con- 
struction, Inc., New York City, N. Y. 

A. L. Gemeny,* Senior Structural Engineer, Public Roads Admin- 
istration, Federal Works Agency, Washington, D. C. 

C. F. Goopricu, Chief Engineer, American Bridge Company, Frick 
Building, Pittsburgh, Pa. 

LaMorre Grover, Structural Welding Engineer, Air Reduction 
Sales Company, New York City, N. Y. 

O. L. Grover, Principal Highway Bridge Engineer, Public Roads 
Administration, Federal Works Agency, Washington, D. C. 

S. C. Houuister, Dean, College of Engineering, Cornell University, 
Ithaca, N. Y. 

W. C. Hopkins, Bridge Engineer, State Roads Commission, Balti- 
more, Md. 

Orvis E. Hovey, Consulting Engineer, New York City, N. Y. 

G. F. Jenxs, Colonel, Chief of Technical Staff, Ordnance Depart- 
ment, U.S. Army, Munitions Building, Washington, D. C. 

E. F. Kevury, Chief, Division of Tests, Public Roads Administra- 
tion, Federal Works Agency, Washington, D. C. 

A. B. Kinzex, Chief Metallurgist, Union Carbide & Carbon Re- 
search Labs., New York City, N. Y. 

L. 8. Morsseirr, Consulting Engineer, New York City, N. Y. 

Crype T. Morris, Professor of Civil Engineering, Ohio State Uni- 
versity, Columbus, Ohio. 

F. E. Scumirt, Editor, Engineering News-Record, New York City, 
NY. 

Wo. SpraraGEN, Executive Secretary, Welding Research Commit- 
tee, Engineering Foundation, 29 West 39th Street, New York City, N.Y. 

P. W. Snyper, Lieutenant, U.S.N., Bureau of Ships, Navy Depart- 
ment, Washington, D. C. 

G. H. Tryker,j Bridge Engineer, New York, Chicago and St. Louis 
Railroad, 926 Terminal Tower Building, Cleveland, Ohio. 


*Deceased. 
+Retired. 
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A. R. Wiuson, Engineer, Bridges & Buildings, Pennsylvania Rail- 
road, Philadelphia, Pa. 

W. H. Bruckner, Research Assistant Professor of Mining and 
Metallurgical Engineering, University of Illinois, Urbana, Illinois. 

W. M. Witson, Research Professor of Structural Engineering, 118 
Talbot Laboratory, University of Illinois, Urbana, Illinois. 

The fatigue strength of a member, as the term is used in this bul- 
letin, is the maximum stress in a stress cycle that caused failure at a 
definite stated number of cycles when the ratio of the minimum to 
the maximum stress in the cycle had a definite stated value. Three 
ranges of minimum to maximum stress were used in this investigation: 

(1) from a given tensile stress to an equal compressive stress; 

(2) from zero stress to some given tensile stress; 

(3) from a given tensile stress to a tensile stress one-half as great. 

The ratio of the minimum to the maximum stress has been desig- 
nated by vr. The values of r for the cycles listed are —1.0, 0.0, and 
+ 0.5. In general, seven identical specimens were tested for each value 
of r. For three, the maximum stress in the stress cycle was so chosen 
as to cause failure, as nearly as it was possible to estimate in advance, 
at 100 000 cycles; for three, the maximum stress was chosen for 
failure at 2 000 000 cycles; and the remaining specimen was used as a 
spare to be tested as seemed desirable after the other six tests had 
been completed. It is not possible to select a stress to cause failure at 
exactly a predetermined number of cycles. The practice was followed 
of reporting the actual stress in the stress cycle and the actual number 
of cycles for failure, and also reporting the fatigue strength cor- 
responding to failure at either 100 000 cycles or at 2 000 000 cycles, 
computed from the actual stress and number of cycles by the use of the 
empirical equation F = S (n/N)*, in which F is the fatigue strength 
corresponding to failure at N cycles, S is the maximum unit stress in 
the stress cycle which caused failure at n cycles, and K is an experi- 
mental constant whose value depends upon the stress-raising char- 
acteristics of the specimen. Although it is an empirical equation it is 
fairly accurate if the ratio n/N does not vary too much from unity. 

The stress over a transverse section of a member subjected to a 
centric longitudinal force is not uniform. Instead, every surface 
indentation, scratch, or change in section, and every internal void or 
inclusion, acts as a stress raiser and causes an intensity of stress in 
its immediate vicinity that greatly exceeds the average stress over the 
section. Although this is realized, the term stress has been used to 
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designate the quotient obtained by dividing the total longitudinal force 
by the area of the transverse section, since the stress was nominally 
axial for all tests. 

The tests described in this bulletin were planned to determine the 
following: 

(1) The fatigue strength of butt welds in “%-in. carbon-steel plates 
of structural grade 

(2) The relative fatigue strength of welded and riveted joints in 
low-alloy plates of structural grade 

(3) The effect of frequent periods of rest upon the fatigue strength 
of butt welds in carbon-steel plates of structural grade 

(4) The effect of transverse fillet welds upon the fatigue strength 
of plates. 

The fatigue tests were supplemented with static tests and metal- 
lurgical studies. 


2. Description of Fatigue Testing Machines—There were two- 
machines of each of two types. The large machines, which have a 
rated capacity of 200 000 lb., had been used in the fatigue tests of 


2 BR. y 
Plate i & Machine $ 
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riveted joints and are described in detail in the report of those tests.* 
The smaller machines had a capacity of 50 000 lb. and were designed 
and specially built for these tests. All machines were of the mechanical 
type and produced an axial stress in the specimen. They could be 
adjusted so as to give any desired ratio of minimum to maximum 
stress from a complete reversal to a fluctuating stress in either tension 
or compression. A typical specimen for the 200 000-lb. machine is 
shown in Fig. 1 and one for the 50 000-Ib. machine is shown in Fig. 2. 
The machines ran at a speed of approximately 180 r.p.m. and operated 
day and night without an attendant. 


Il. Faticus Tests or Burr WELDS IN %-IN. 
CARBON-STEEL PLATES 


3. Description of Specimens and Tests—tThe details of the speci- 
mens used in the tests to determine the fatigue strength of butt welds 
in carbon-steel plates of structural grade are shown in Fig. 1. All 
specimens were cut from two parent plates, each 126 in. x % in. x 24 
ft., both of which were rolled from the same ingot. The location of 
the individual specimens in the parent plates is shown in Fig. 3, the 
specimen numbers on this drawing corresponding to the specimen 
numbers in Table 1. Standard tension control specimens, numbers X1 
to X12, were cut from the plates at points indicated in the figure. 
Samples for chemical analyses were taken at points indicated by small 
circles and numbered 1 to 16. The physical properties of the material 
determined from the tests of the control specimens are given in Table 
2, and the chemical composition is given in Table 3. The details of the 
welding procedure are given in Table 4 and Fig. 4. 

In order to study the factors that influence the fatigue strength of 
welds, some specimens were tested in the as-welded condition, for 
some the reinforcement was planed flush with the surface of the base 
plate on both sides, and for others it was ground flush with the base 
plate on both sides with a portable grinder. Some specimens with the 
reinforcement on and some with the reinforcement off were stress- 
relieved by heating to a temperature of 1200 deg. F. for one hour and 
then cooling in the furnace. The others were not stress-relieved. Speci- 
mens without welds, but having the same outline and cut from the 
same parent plates as the welded specimens, were used in control tests 
to determine the relative fatigue strength of welds and of plates 
without welds but with mill scale on the two sides. A few specimens, 


*Univ. of Ill. Eng. Exp. Sta. Bul. 302. 
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some with and some without welds, were tested after the mill scale 
had been machined off and the surfaces polished. 

Radiographs were made of all welds tested, and the specimens 
were rated according to the flaws revealed. The ratings, based on the 
classification described at the bottom of the table, are given in Table 
5. It is of interest to note that of the 94 specimens tested, 54 per cent 
were given an A rating, 42 per cent were given a B rating, only 3 per 
cent were given a C rating, and only 1 per cent were given a D rating. 


That is, only 4 per cent had more than a very small amount of 
porosity. 


4. Results of Tests—The results of the tests of the butt welds in 
%-in. carbon-steel plates in the as-welded condition are given in 
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TABLE 1 
SCHEDULE or TESTS or Burr WELDS IN 7-IN. CARBON-STEEL PLATES 


POTD TOR. ba Gree ] ese es = Specimen Numbers 
ment Relieved | - ? : Static 
ie2 IL in 1000's ik Fatigue Tests Tasts 
A GGI, GG2, GG3 
Die /00 B 00/, 002, OO3 CGS 
ES, Cc |ww 
Without | Nore No Me 
We/d A HH, HHé, HH3, HH4, GG4 
2000 B TAN A AP MALS, Jab HHS 
CU WAK, KAAS 
A | Al, A2, AF 
/00 B LLM eS LS 
Gh /, 22, Q3 
yes Ree. AS 
A | 8/,82,83,A3 
2000 B | MWA 
G R/, RE, R3, OF 
On bs € 
A (CU AGP (GSS 
/00 B KI, K2, K3, KA 
G Sh, S2, 55: 
J No f GS 
s A | D1 02,03, C4 
< 2000 8 Lip eres, 
| OF It, Fes7a Sz 
— =| 
100 A VEY VEE: JESS 
B MI, M2, M3 
yes A | FLF2F3, E4, M4, V2 £S 
re 2000 8B NI, N2, N3 
S Machined C VI, W/, U2 
% Orff lime amulNe ee Gree 
/00 8 Ol, 02, O3 
No G W/, ’ We, 7 WZ | GS 
A HI, H2, H3 
| | ood 8 | A, P2, P3, Od 
DS ee /00 A L Vp AEE Eh 
No 
OFF 2000 8 Zl, Z/-2,2Z/-3,ZE-1, 22-2, 22-3, V4 
Mochined yes | /00 8 U3, U4 
| OFF + No 100 | & KES. 
Plate | 
Without | More t No /00 B wwe, WwWZ 
Weld | | | 


*Cycles were: 
A-7Tension to arr equal compress/or. 
B- 0 ro tersios7. 
C-Tension to ferrsion # as great. 
ti scale machitied off ard surface po//shed. 


Table 6. The specimen number is given in column 1 and the number 
of the parent plate from which the specimen was cut is given in 
column 2. Thus specimens Cl, C2, C3, and C4 were cut from plate 1, 
shown in Fig. 3, whereas D1, D2, and D3 were cut from plate 2. The 
limiting stress in the stress cycle, S, and the number of cycles for 
failure, n, are given in columns 3 and 4, respectively. The two values 
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TABLE 2 
PuysicaL Properties oF %-IN. CARBON-STEEL PLATES 


2 Strength, lb. per sq. in. Elongation in Reduction 
Specimen 8 in. of Area 
No. ae per cent per cent 
Yield Point Ultimate 
Plate 1 
xl 37 000 65 800 28.8 47.6 
X2 34 700 63 800 30.5 50.5 
X3 35 700 62 300 31.4 Domo) 
X4 36 600 63 100 28.2 §2.2 
X5 36 600 63 100 32.2 53.7 
X6 36 500 63 200 30.6 Sool 
Av 36 200 63 500 30.3 51.8 
Plate 2 
X7 31 400 58 200 30.0 57.0 
X8 34 200 62 200 BYA.83 54.5 
X9 35 300 58 800 31.6 56.5 
X10 34 800 60 000 33.8 55.5 
X11 32 200 58 200 30.6 56.0 
X12 32 300 57 200 33.6 56.5 
Av. 33 400 59 100 32.0 56.0 


of the fatigue strength /’, one corresponding to failure at 100 000 
cycles and the other to failure at 2 000 000 cycles, are given in 
columns 6 and 7. These values were computed from the data in 
columns 3 and 4 by the use of equation F = S (n/N)*, as explained 
in Section 1. This equation, being empirical, is not really applicable 
if the ratio n/N varies too greatly from unity; nevertheless, values of 
the fatigue strength corresponding to failure at both 100 000 cycles 
and 2 000 000 cycles have been computed for all tests. The fatigue . 
strengths based upon values of n/N varying too greatly from unity 
are marked with a small solid circle, which indicates that the values 
may not be accurate, and such values were not combined with those 
not so marked in computing the averages. The values marked with the 
circle are, however, of some interest, as a comparison of the average 
of values so marked and the average of corresponding values not 
marked affords a means of judging the accuracy of the empirical equa- 
tion when used to extrapolate beyond the limits for which it was 
intended, thereby also indicating its accuracy when used within reason- 
able limits. 

Most of the specimens that were tested for failure at a compara- 
tively small number of cycles were cut from plate 1 and those that 
were tested for failure at a comparatively large number of cycles were 
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TABLE 3 
CHEMICAL CoMPposITION OF 7-IN. CARBON-STEEL PLATES 


Specimen Carbon Manganese Silicon Copper Phosphorus Sulphur 
Plate 1 
1 0.28 0.48 0.01 0.03 0.016 0.034 
2 0.30 0.48 0.01 0.03 0.014 0.029 
3 0.31 0.49 0.03 0.03 0.015 0.036 
4 0.25 0.48 0.02 0.02 0.013 0.032 
5 0.31 0.48 0.01 0.03 0.015 0.040 
6 0.25 0.48 0.01 0.03 0.014 0.032 
7 0.28 0.49 0.01 0.03 0.014 0.033 
8 0.27 0.49 0.01 0.02 0.015 0.035 
Av. 0.28 0.48 0.01 0.03 0.015 0.034 
Plate 2 
9 0.24 0.48 0.03 0.02 0.015 0.034 
10 0.23 0.47 0.01 0.03 0.014 0.028 
ll 0.23 0.48 0.03 0.03 0.014 0.032 
12 0.23 0.46 0.02 0.02 0.013 0.035 
13 0.23 0.47 0.01 0.02 0.012 0.032 
14 0.20 0.48 0.01 0.02 0.014 0.031 
15 0.24 0.47 0.01 0.03 0.016 0.035 
16 0.22 0.47 0.01 0.02 0.014 0.035 
Av. 0.23 0.47 0.02 0.02 0.014 0.033 
Filler Metal Machined from Specimens 
A2 0.10 0.54 0.18 0.02 0.017 0.028 
B3 0.08 0.51 0.18 0.02 0.018 0.031 
D1 0.09 0.48 0.16 0.03 0.017 0.035 
Cl 0.08 0.52 (Oe ty | 0.03 0.014 0.031 
Av. 0.09 0.51 ORL 0.03 0.017 0.031 


cut from plate 2. The average strength of the control specimens was 
63 500 Ib. per sq. in. for plate 1 and 59 100 lb. per sq. in. for plate 2. 
That is, the plates for specimens tested for failure at a small number 
of cycles were 7 per cent stronger, statically, than the plates for 
specimens tested for failure at a large number of cycles. Fatigue tests 
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TABLE 4 
Deraits or WELDING ProcepuRE: Burr WELDS IN 7-IN. CARBON-STEEL PLATES 


8 Si aoa Bead Size of 
Bee Hiestrode Amperest Volts No. Electrode Amperes Volts 

1 346 in.* 170 30 7 346 in. 180 30 
2 ie in. 170 30 8 346 in. 180 30 
3 346 in. 180 30 9 $46 in. 180 30 
4 346 in. 180 30 10 $46 in. 170 30 
5 346 in. 180 30 11 46 in. 180 30 
6 346 in. 180 30 12 346 in. 170 30 

*Fleetweld No. 5. . 

+D.C. current, reversed polarity. 

TABLE 5 


CLASSIFICATION OF WELDS FROM RADIOGRAPHS: 


7%-IN. CARBON-STEEL PLATES 


cree Hee Baaes apc Rating epcemon Rating peccmen Rating 

Al A H1 B O1 A ual Cc 
A2 A H2 A O2 A V2 A 
A3 A H3 A O03 A V3 B 
A4 B Il B O4 A Wi B 
Bl A 12 B Pl B Ww2 B 
B2 A 13 A P2 B W3 A 
B3 B 14 A 1283 A Ww4 B 
Cl A J1 A Ql B X1 B 
C2 A J2 A Q2 A X2 B 
C3 B J3 A Q3 A X3 A 
C4 B Kil B Q4 A Yad A 
D1 B K2 B Rl B x2 B 
D2 B K3 A R2 A NS A 
D3 B K4 A R3 B Y4 A 
El A Ll A S1 A Zli-1 A 
E2 A L2 A $2 B Z\-2 A 
E3 B L3 B $3 A Zi-3 A 
E4 B Mi B $4 A Z2-1 A 
Fl A M2 B sn) A Z2-2 A 
F2 D M3 C T2 A Z2-3 B 
F3 B M4 B ARES B 

Gl A Nl C Ul B 

G2 A N2 B U2 B 

G3 A N3 B U3 A 

G4 A U4 B 


*Class A rating—applies to welds for which the radiograph showed no flaws. 
Class B rating—applies to welds having a trace of porosity. 
Class C rating—applies to welds which had a little porosity. 


Class D rating—applies to F2 for which the radiograph showed considerable porosity. 


the only weld tested that was given a D rating. 


F2 was 


of riveted joints that failed in the plate* indicated that the fatigue 
strength of the plates with severe stress raisers in the form of rivet 
‘holes was almost the same for carbon steel having a static strength of 
63 600 Ib. per sq. in., as it was for silicon steel having a streneth of 
80 200 lb. per sq. in. and for nickel steel having a streneth of 99 000 
Ib. per sq. in. It is reasonable to suppose, therefore, that the fatigue 
strength of butt welds with a severe stress raiser due to a change in 


*Univ. of Ill. Eng. Exp. Sta. Bul. 302, page 103. 
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TABLE 6 


SrrENGTH oF Burr WELDS IN 7%-IN. CarBoN-STEEL PLATES IN THE 
As-WELDED CONDITION 
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= Muinber of \ Strength i (0005 of 1e per sG. in 
Spec.| Plate STL BSS) Cycles for £ Location of 
I? (0005 of Fatigue, F* a 
MON EN 7 pape netiy ii NA ent Static Z Fatigue Crack 
GTN 000 & W=100000 | N=2000000 
“Ws Bae (4) 2) () 
Cycle: Terssiorn to an E oe Soa 
Cl | /-|+20070=200| 7679 1638 2/4 1450 | / 
O@ / +200 to -20.0 GHEE) 63.8 22.6 15.3 @ / 
CZ if + 20.0 70 -20.0 ioe! 63.8 22.8 /3.4 e@ ‘DB 
Au 22.3 Av. /5./ e 
CF / +/6.0 to -/6.0 GEENA 63.8 20.8 @ /4./ / 
D/ 2 +/6.0 to -/6.0 1795.8 SHB 23.3 @ YEE / 
D2 a +/6.0 to -/6.0 9497.2 $8.2 2/.4Ge 14.5 Si 
D3 | 2 |\4+/60 to-l60| 4736 |562| 1966 13.3 2 
Av, 2/.3 © | Au 44 
Cycle - O fo Terrstor 
K/ vi O to 30.0 BOSz 63./ 33.9 Beg) © Ss 
K2 / 0 to 300 241.7 63./ 33.7 c2.8 @ / 
K3 Vi 0 to 30.0 HEROS) 63./ 32.6 EO 2 
K4 / 0 to 28.0 AEH. 63./ 32.0 2/.7 @ 2 
Av. 33.1 |Ay 2246 5 
fey 2 0 to 250 1144 | 58.2 34,/ 23.2 1&3 2 
(LLB, a OFO Zoo 7634 56.2 32.6 © Leal 3 
ES} 2 0 to 25.0 8/6.0 58.2 32.8 @ 22.3 3 
| Av, 33.2 ° | Av. 225 
Cycle: Tensiora to Tersiora £ as Great 
SY / | +£2.0 10 +44.0 442.0 63.2 $3.4 36.2 @ Z 
SZ / +£Z2.0 10 +44.0 485.0 63.2 54.0 36.6 @ re 
SS; / +220 10 +44.0 38E.0 63.2 CVT CII O / 
AVES: Av. 36./ @ 
SF a 419.0 70 +38.0 1180.7 63.2 S2.¢ @ Soeo) / 
Tl Z t/9.0 tO +38.0 23/4.2 $8.2 56.040 38.0+ if 
UE, Zz 4#/9.0 to +.38.0 247/./ Sor2 S56.0F@ 38.0+ /Q2 
Tee Z +/9.0 10 +38.0 /42/.6 $8.2 BEhie O aa 36.4 Mt 
| Av. 5¢.6 @ |Av 36.9 
O13 
* £56 f/L? 
F=S(8 


tStrengrh of adjacent? coupons. See Fig. 3 ard Table 2. 


section at the edge of the reinforcement was not greatly affected by the 


small difference between the strengths of plates 1 and 2. 


The results of the individual tests reported in Tables 6 and 7 are 
plotted in Fig. 5. It is to be noted that, for a given stress cycle, the 
number of cycles for failure was different for different specimens. For 
example, specimens I1, 12, 13, and 14 of Table 7 were all tested on a 


cycle in which the stress varied from 0 to 30 000 Ib. per sq. 


in., and 


the number of cycles for failure varied from 140 200 for I2 to 796 300 
for 13. Although this is an extreme case, considerable variation in the 
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Stress 7 10005 of 1b. per SY. 1’. 
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50 
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Number of Cycles for Failure (to 1000's 


Fig. 5. S-N DracraMs ror Burr WELDS IN %-IN. CARBON-STEEL PLATES. 
REINFORCEMENT ON 


number of cycles for failure of large fabricated specimens may be 
expected and the six or seven tests that constituted a series in this 
investigation were not always enough to adequately determine the 
S-N diagrams. It should be noted, however, that a considerable varia- 
tion in the number of cycles for failure corresponds to a relatively 
small variation in the fatigue strength expressed in lb. per sq. in. As 
previously stated, S-N diagrams can be expressed by the equation 
F —S(n/N)*, an equation that is not of unlimited extension. It 
seems reasonable to assume that K depends upon the character of the 
stress raiser and upon the kind of material, and that it has approxi- 
~ mately the same value for all specimens made of the same material 
and with the same stress raisers. A study of the tests reported in 
Tables 6 to 12, inclusive, indicated that, for specimens made of 7-in. 
carbon-steel plates connected by a butt weld with the reinforcement 
on, a value of K —0.13 is in fair agreement with the experimental 
data, whereas, for specimens without welds or with welds planed flush 
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TABLE 7 


StrenctH or Burr Wetps IN 7%-1N. CarBon-SteeL Pirates. REINFORCEMENT ON 
Srress-RELIEVED 


Number of \ Strength in 10005 of 1b per sq. iv 


Stress, S, ; 
Spec. | Plate in 1000's of Cycles for Fatigue, F* Location of 
No. | No. /, per sq. in. Failure, 7, | Static Z Fatigue Crack 
: : 17? 1000s N=/100 000 | N=2000000 
(/) (2) (3) (ez) (S) i (6) (7) (8) 
Cycle“ Tersion to am Equal Compression 
A/ 1 [+200 10-200 139.6 | 658 20.9 /420 | / 
A2 / +20.0 to -20.0 NBD 65.8 20.6 /4.0 @ / 
Ad / 420.0 to -20.0 222.9 65.8 22.2 /5.0 @ a 
Av 21.3 | Au /4.4-0 
AZ / +/6.0 to -/6.0 S433./ 65.8 23.6te /6.0+ / 
/es/f BZ +/6.0 to -/6.0 SLOG $8.8 236+ /6.0+ No Failure 
B2 a +/6.0 to -/6.0 295.1 58.8 /84 @ Weeey, z 
&3 Zz +/6.0 to -/6.0 3/45.2 $8.8 L364 /6.0+ 3 
WAY ress, || 4% Wey I 
Cycle: 0 to Tension 
Ta, / 0 to 1827 623 |e -Ge4 2e0te ula 
TEA, / O fo 140.2 62.3 BIA 2/.2 0 / 
Av. 31.9 Av. 2/6 e 
YES} Wf 0 to 796.3 62.3 39.3 @ £6.6 ff 2 
Id / 0 fo YANG 62.3 37.2 @ BALL Z, J | 
J/ 2 0 to 1292.7 | 58.8 349 © 23.6 i S) 
JS2 za O fo 341.0 58.8 LIZ e@ 19.9 / 
S3 2 0 to 1034.8 SEB SER O 23.0 / 
| _ {|Au 34.9 © | Av 23.7 
Cycle: Tension to Tension # as Great 
Qi | / |#200 0 +400 B9I.. | 637 eae 36.0 / 
Q2 / 420.0 10 +40.0 1400.0 63/ 56.4 @ 3B.F i 
Q3 / 422.0 0 +44.0 700.0 63./ 56.7 © 38.4 Zz 
Av. 45.4 @ | Ay 375 
Q4 / +22.0 to t44.0 1248.9 63./ 6/./ @ F/.4. Zz 
R/ Zz +/9.0 to +38.0 /278.9 58.8 529 e@ BS.9 Zs 
R2 Ve, #+/9.0 TO +38.0 LESOs $8.8 52./ ¢@ BIS. / 
R3 2 4/9.0 10 + 38.0 /9/4.8 58.8 S58 @ 37.8 Zz 
au 55.5 @ | Av 37.6 


Kee 5/8)” 


with the base plate, the value of K is of the order of 0.18.* These 
values of K were used in computing the values of F given in columns 
6 and 7 of Tables 6 to 12, inclusive, and in drawing the S-N diagrams 
of Figs. 5 to 7, inclusive. The small open circles of the S-N diagrams 


*The exponent K was assigned a value of 0.10 in the presentation of the fatigue tests of 
riveted joints, Bulletin 302 of the University of Illinois Engineering Experiment Station. The 
same value was used in presenting the results of some of the fatigue tests of welded joints in 
Bulletin 310 and in the Journal of the American Welding Society, No. 3, Vol. 19, p. 100 S.A 
comparison of the values of F in Table 6 with corresponding values in Table 2 of the article 
in the Journal of the American Welding Society indicates that changing K from 0.10 to 0.13 
changed F100 000 from 21 600 Ib. per sq. in. to 22 400 lb. per sq. in., these values being the average 
from tests Cl, C2, and C3, in each instance. A comparison of other similar values not marked 
with a small circle indicates that changing K froin 0.10 to 0.13 changed the average value of F 
about 3 per cent for the tests reported in Table 6, the change for any individual test depending 


upon the value of n/N. 
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TABLE 8 


Srrencri or Burr WeLpDs IN %-rN. CarBON-STEEL PLATES. REINFORCEMENT 
Macurnep Orr. Nor Srress- RELIEVED 


Stress, S, | Mumbeer of | Strength in 10005 of le. per sq. lr E ; vi 
Soec.|Pare| ,. DN GUCLES Tole ; * acarlor? O 
Fe No, \ 12 10003 OF \ raifure rr, Statio}- FLEES I | Fatigue Crack 
Ib. pel S41. | in 1000's W-/00 000 | W=2000 000 
i) | @ (3) 4) (6) Ce (8) 
Cycle: Tersion to ar Equal Compressiot7 
G/ | Ff | #30.0 1-300 | 6A7a | ese Zoo) |) ez oe 
G2 if 430.0 to -30.0 89./ 63.8 29F /Z/e Zz 
G3 Ip + 30.0 to -30.0 /06.8 63.8 304 [7.7 G 
GF / PRO fo) JAE) Soya) 63.8 30.0 (75 ¢@ /@6 
Av. 292 Av. (70 ¢ 
H/ Be +24.0 to -240 L76.2 Siig £E.8 /6.8 © / 
H2 2 424.0 to -24.0 370.5 OWA 30F Mite O / / 
H3 | 2 |+240 to -24.0 1755 \ S72 26.6 L550 |S in) 
Av. 26.6 Av. 16.7 ¢ 2 
Cycle: 0 to Tersior 6 Ss 
ne 010 450| 1049 |.63/| 454 | 26560 |4 
02 I O to 450 TLESSSE, 63./ SAG 304 0 3) 
OZ if O to 45.0 LOSS! 63./ FE.7 264 @ 5 
AV. 48.8 Av. 28.4 
O4 / 0 to 32.0 35404 63./ S9AG+te 320+ \Nofoilure 
of 7 QO to 35.0 S396 SWEe, 43.5 @ 254 4 
P2 Fe, ORO SS:0 6074 Sie) J5.7 @ 26.6 F 
LS z O to 33.0 1081.7 Oe 50.7 @ CGS 4 
AVv.48.7 @ |Av. 284 
Cycle: Tension to Tension 3 as Grear 
wi | / |+225 to1450| 15264 | 632] — 429 | 7 
W2 / 422.5 to t45.0 2166.2 632 ee 450+ 2 
WE / +225 to t45.0 /603.0 63.2 == 43.2 Ge 
Av. 43.7 
0/8 
‘r= 5(2) 


represent the experimental data in columns 3 and 4 of the tables. The 
position of the S-N diagram was determined in the following manner. 
Because the equation is empirical, its accuracy decreases with the 
degree of extrapolation that is used. For this reason, only tests K1, 
K2, K8, and K4 of Table 6 were considered in locating point A of the 
line AB, Fig. 5, and the ordinate of A, 33 100 lb. per sq. in., is the 
average of the fatigue strengths from these tests. Likewise only tests 
L1, L2, and L3 were considered in locating point B, whose ordinate, 
22 500 lb. per sq. in., is the average of the fatigue strengths from 
these tests also. A line, F = S(n/N)°, was then drawn through A 
and a second line with the same equation was drawn through B. In 
this instance the two lines coincide, indicating that the procedure 
followed gave excellent results for this group of tests for which the 
individual tests were very consistent with each other. Lines B and @ 
were constructed in the manner described but they do not quite coin- 
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TABLE 9 


Strencts or Burr Wenps In 7%-1N. Carson-Stree, Piares. REINFORCEMENT 
Macuinep Orr. Srress-RELIeveD 


SyressnS | Wumber of |S engi? in 10005 of lb. per sq ir 


Spec.| Plate| > 3 Cycles for ; Location oF 
No. | No, we fe ve failure, 02, | Static BAEC Fatigue Crack 
| MELEE LON A) MATOS N=100.000 | N=2000 000 
(/) (@) (3) (A) (S) ©) (2) (8) 
Cycle: Tersior to arn Equa/ Compression 
JEU / +300 10-30.0 WEG 65.8 SUH /8./ e@ ay 
(HE / 430.0 10-300 26.9 65.8 BAM /3.8 @ SS 
EZ, / +300 12-300 L46 65.8 BSS. /3.6 @ 3: 
Welk 2 +24.0 to -24.0 125.4 60.0 ZO) /4.6 @ 2 
IZ z +240 to -24.0 58.0 60.0 2/.8 2.7 @ yy 
Is} GZ 424.0 to -240 508 60.0 NZ, /24 e Jats 
M4 / 420.0 to -20.0 Skee 62.3 oes: /4.8 @ 6 
Ayu 24.5 Av. /7 Ze 
£4 a +£0.00 YO -Z0.0 TV/OZ 65.8 28.5 @ /6.6 / / 
V2 @ t20.0 To -2Q0 URGE 60.0 28.5 @ 16.6 Si 3 a 
rg, 


Av. 28.5 ¢ | Ay. 16.6 
Cycle: O to Tension 


M/ / 0 to 45.0 198.6 | 62.3 $0.9 29.7 © |384 
M2 y 0 to 450 (73.2 | 623 49.7 2906 |2 
M3 £ 0 to 450 136./ | 62.3 47.6 277 © |3h¢ 
Au 494 Av. 28.8 
M/ 2 0 to 36.0 3426 | 6// 44.9 26.2 Ss 
N2 2 0 to 360 505.3 6/./ 48.260 28./ S 
N3 Z O 70 35.0 6/9.2 6/./ $0.0 © 29.2 S 
| Aud7.7 e | Av. 278 
Cycle: Terssiora to Tersion $ as Great 
OF Nr e255 Ol) Zoom eae = 40.9 5 
U2 / | 4225 70 +450 1511.2 | 63.1 = 428 6 
V/ Z | +4225 to +450 17575 | 61.1 — 44.0 2 


Av. 42.6 


#5 = 5/2)" 


t Speciinet? had surface irjury at polrrt of railure. 


cide, although they lie fairly close together. The same statement is true 
for lines D and E. The lines G and H, Fig. 5, are separated by an ap- 
preciable distance. Moreover, tests of the group which they represent 
are quite scattered, so that it was difficult to draw a line satisfactorily 
from these tests alone. If, however, the family relationship expressed 
by K may be assumed to exist, it will be helpful in arriving at the 
most probable interpretation of this group of tests that are mutually 
somewhat inconsistent, providing, as in this instance, enough speci- 
mens with the same characteristics were tested to establish the value 
of K. All of the S-N diagrams on Figs. 5 to 7, inclusive, have been 
constructed in the manner described. 

The S-N diagram for small machined specimens, when plotted on 
a logarithmic field, consists of two parts: a straight line sloping down- 


22 ILLINOIS ENGINEERING EXPERIMENT STATION 


Tas_e 10 


Srrencru or Burr Weips In 7%-IN. CarBON-STEEL PLATES. REINFORCEMENT 
Grounp Orr. Nor Srress-RELIEVED 


Ret ee ke Number of \ Strength in 10005 of lb. per sg. in. ,, , 
TESS 
Spec.|Plate\ ; pen Cycles for : a Location oO 
wis No. sa" LOLITAS NV AO e, 7; | Static ENO, Fatigue Crack 
1. per s¢.!7. | in 1000's W=100000 | N=2000 000 
+ _ 1h +— 
ala(zn| = ae (4) (6) 6) Aes & 
Cycle: Tension to an Equal Compression 
y/ | 2 | +300 to -300 384 | 602 25.3 147° |2 
YZ Zz 430.0 to -30.0 GOS 60.2 (Ashi /6.6 ¢ / 
MSE iz +30.0 to -30.0 ART 60.2 26.5. /354d @ 2 
IL Av 268 Av. /5.6 @ bd 
Cycle : 0 to Terssion 5 
ya | 2 | O7o+450| 1973 |602| $50.9 EOI E S 
Z/-/ 2 O 1a +45.0 218.2 S77 LV ffas 30.2 ¢ je 2 g 
Zl 2 0 to t3/.0 273.0 OA Melk ire 3 
Z/-3| 2 O to 46.0 1074 | 57.7 45.6 250 |e / 
Zee ra 0 to +320 231.4. Sil ELE 2/.7 @ qd 
Av. 44.5 Av. 26.0 e 
Th fed Zz O ta +32.0 728. / SM FS5.8 @ 26.7 Sj 
ZiaS (2 O to +32.0 604.7 SM 44.20 25.8 dq 
Ih AUFS.0 © | Au 26.3 


*p25(2)°" 


ward to the right and a horizontal line, the two lines being connected 
by a short curve. The ordinate of the horizontal line has been con- 
sidered as representing the endurance limit of the specimen. 

The endurance lhmit determined in this manner may be defined as 
the greatest stress to which the specimen can be subjected an infinite 
number of times without failure. This endurance limit has different 
values for various materials and various types of specimens. The 
structural engineer is interested primarily in a fatigue strength based 
upon failure at a finite number of cycles. A somewhat limited experi- 
ence with structural steel in the form of specimens with large stress 
raisers indicated that if a specimen withstood 2 000 000 to 3 000 000 
cycles it was not likely to fail except at a much greater number of 
cycles. If the equation F = S(n/N)° were applicable up to values 
of n equal to 4 000 000, the values of the fatigue strength computed 

.by that equation would be only 9 per cent greater if failure due to a 
given stress cycle took place at 4 000 000 cycles than it would have 
been if failure due to the same stress cycle had taken place at 
2 000 000 cycles. In view of these facts and considering that the 
curve joining the two straight portions of the S-N diagrams appears to 
be in the vicinity representing a value of n equal to 2 000 000, the 
following practice was followed in reporting the results of fatigue tests. 
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TABLE 11 


SrreNGcTH oF Burr WE Lps IN 7%-1N. CarBon-StreL PLates WitHourt WELDS BUT 
Wirth Miu Scare On 


Nurmber of \ Strength i 10005 of 1 per sq. in. 
Stress, 5, PLZ : 
Spec. Plate iy /00 oe 5S Cycles for eae Location of 
No. No. d FAITE, (7, | Static | — g. | Fotlgue Crack 
10. Per SG. 177. ; ; atic 7 g aC 
Ir) 1000's N=/00 000 | N=2000000 
@ | @ @) An Nour Te (Jaa eae@) 
Cycle: Tension to ar Equal Compression 
GG/ nt +300 to -30.0 $7.9 64.8 27.2 /6.2 0 3 
GG2Z fe + 30.0 10 -~30.0 58.6 64.8 (Aine) /6.3 @ / 
GG3 / +30.0 to -30.0 evo 648 Zoo /6.6 @ 3 
Av. 27.7 Av /64 e 
GG / +20.0 10 -Z20.0 1709.1 64.8 BseTe 19.4 / 
HH/ Za SPELL fe) SHE) 655./ S94 30.9 @ /8.0 i 
HH2 Zz 421.0 fo -2/.0 S99:7, 59.4 28.6 @ 16.7 / / 
HH3 | 2 |#+2.0 to~-2/.0 273.0 | 594 25.8 © [4.7 / z 
HH Z +20.0 70 -20.0 76/9 594 ; 28.8 e@ /6.8 / = 
Av 29.5 © | Av. /7./ | es 
Cycle: 0 to Tension 
COI 7 0 to 45.0 (EG 627-1) aor. lee eae sly, 
002 if O to F5.0 187.3 62.7 50.4 294 e 2 
003 if O to 45.0 184.7 62.7 SO. 29.3 @ Z 
Av. 99.8 Av. 29.0 e 
PP/ fz 0 to 380 WSUMEO) SE.6 60.9 @ 355 2 
SLE, z OWO,32z.0 3089.2 58.6 547.6 @ 32.04 No Failure 
JA! ea OFO SEO 901.2 5E.6 G75 e TET g 
HHS “3 0 to 31.0 3004.6 63./ S2.9gte SHO: No Fatluré 
Av. 54.0 ¢ | Av. 3/.6 
Cycle - Tension to Tersion % as Great 
ww/ uf 425.0 to 450.0 2203.8 C5 50.0+ No Failure 
XX/ a) 420.8 to t4/.0 3263.8 See 4/.0+ No Failure 
XX2 a +£2.54 10 445.0 42529 YeRoy FS5.0F No Failure 
XX3 2 420.0 to+40.0 3459.3 5B.5 4O.0+ No Failure 
| Av. 50.0 (Probable Valve) 


*p=5(2) 0/8 


If failure did not occur at 2 000 000 cycles, the actual stress used 
in the test was reported for the value of F 2 600 000, and the numerical 
value was followed by a plus (+) sign, indicating that the fatigue 
strength was equal to and possibly a little greater than the value 
reported. This method was not entirely satisfactory, but no better 
method could be devised, and the fact that the fatigue strength equaled 
or exceeded a certain stress has a distinct value. Of course, if the 
stress used in the test was very much less than the true value of 
Fs 500 000, the values reported would be very much in error. This was 
true for the plain plates without welds tested on a cycle in which the 
stress varied from tension to tension one-half as great but, for these, 
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TasLeE 12 
SrrenatuH or Burr Wetps IN %%-IN. CarBoN-STEEL PLATES. REINFORCEMENT AND 
Mri Scare PLANED OFF 


Senses & Number of \ Strergth ir (0005 of 10. per sq. i? . 
Spec.|P/ate| . ey Cyclest for 7 & Location 2. 
‘No No. poCaes Ae Fatt’ e, 17, \ Static POUGUC, Fatigue Crack 
M0. per SF. | in 1900's W=100 000 | N=2000000 
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v3t| Of 7AFOu 828 NGS. 524 3060 |3 
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+ Specimens U3 and U4 were stress relieved by heat treatment. Others were ror. 
+ Cycle was 0 fo tension for All specimers. 


the tests established the fact that the fatigue strength exceeded the 
yield point of the material so that its exact value had only academic 
interest. 


5. Discussion of Results—The results of fatigue tests of butt 
welds in %-in. carbon-steel plates reported in this bulletin were some- 
what erratic, but this was not surprising considering the character of 
the joints. It is well known that any surface irregularity in a speci- 
men is a stress raiser that reduces the fatigue strength. A sharp re- 
entrant angle at the edge of the reinforcement produces a greater 
concentration of stress than would be produced if the reinforcement 
were connected to the base plate by curved surfaces. Any slight under- 
cutting at the edge of the reinforcement, internal flaws in the weld, or 
indentation in the surface of the plate, would also cause a concentra- 
tion of stress. In view of these facts, a study was made to determine 
whether there was any correlation between erratic results of the 
fatigue tests and unusual geometric characteristics of the specimens. 

In the study to determine the effect of flaws in welds upon their 
fatigue strength, the radiograph rating and the fatigue-strength 
rating were compared. The radiograph rating of all welds is given 
in Table 5. The fatigue-strength rating of a specimen was taken 
as the ratio of the fatigue strength of that specimen to the average 
fatigue strength of the group of specimens to which it belonged. 
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For example, the fatigue strength of Cl, Table 6, was 21 400 lb. 
per sq. in., and the average for the group consisting of Cl, C2, and 
C3 was 22 300 lb. per sq. in. The fatigue-strength rating was, 


21.4 
= 0.96. The fatigue-strength rating of all speci- 


therefore, 


mens with welds was determined in this manner, and the radiograph 
rating and the fatigue-strength rating for all specimens with the rein- 
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foreement on were compared in Table 13. Specimens with a radio- 
graph rating of A are at the left and those with rating of B are at the 
right. There were no specimens tested with the reinforcement on that 
had either a C or a D rating. The specimens having a radiograph 
rating of A had an average fatigue-strength rating of 0.997, and those 
having a radiograph rating of B had an average fatigue-strength 
rating of 1.005. It is apparent that flaws characterized by the radio- 
graph rating B did not have an appreciable effect upon the fatigue 
strength of the butt welds with the reinforcement on. This might have 


TABLE 13 


RELATION BETWEEN RADIOGRAPH RATING AND FATIGUE-STRENGTH RATING FOR 
SPECIMENS WirH REINFORCEMENT ON 


Radiograph Rating A Radiograph Rating B 

eye 2 Fatigue- “4 Fatigue- 5 Fatigue- 5 Fatigue- 

ep conen Strength mpedimen Strength Specuncy Strength Spec Strength 
us Rating =v Rating Os Rating eNO: Rating 
Al 0.98 Cl 0.96 A4 1.04 K2 1.02 
A2 0.97 C2 1.01 Il 1.02 $2 1.01 
A3 1.06 K3 0.98 12 0.98 D1 1.10 

. 13 1.13 K4 0.97 Ql 0.96 D2 1.01 

14 1.07 S1 1.00 B3 1.06 D3 0.92 
Q2 1.02 $3 0.98 Rl 0.96 L3 0.99 
Q3 1202 S4 0.96 R3 1.01 An} 0.99 
Q4 1.10 Ll 1.03 C3 1.02 
Bl 1.06 L2 0.98 C4 0.98 Av. 1.005 
B2 0.83 gl BL 1.03 Kl 1.02 
J1 1.00 D2 1.03 
J2 0.84 
J3 0.97 Av. 0.997 
R2 0.94 
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TABLE 14 


RELATION BETWEEN RapioGRAPH RATING AND FaATIGUE-STRENGTH RATING FOR 
SPECIMENS WitH REINFORCEMENT MACHINED OFF 


Radiograph Rating A Radiograph Rating B Radiograph Rating C 
. Fatigue- . Fatigue- Nees Fatigue- 
eae Strength Sees Strength Syecutes Strength 
a Rating 5 Rating on Rating 
Ol 0.93 Pi 0.89 M3 0.96 
P3 1.04 Pz 0.94 Vil 1.03 
Ww3 0.99 Wil 0.98 
E2 0.97 E3 0.95 
Fl 1.02 M4 1.03 
U3 0.97 M1 1.03 
X2 1.00 U1 0.96 
U2 1.00 
M2 1.00 
Av. 0.988 Av. 0.975 Av. 0.995 


been expected since the change in section at the edge of the reinforce- 
ment was so much more effective as a stress raiser than minor flaws 
in the welds that the latter would have no effect upon the fatigue 
strength of the joint. 

The radiograph rating and the fatigue-strength rating for speci- 
mens with the reinforcement machined off are compared in Table 14. 
Only those specimens that broke either in the weld or at the edge 
of the weld were included in this table because the effect of the flaws 
in the weld could not be evaluated if the specimen broke outside of 
the weld. The seven specimens with a radiograph rating of A that 
broke at the weld had an average fatigue-strength rating of 0.988; 
the nine specimens with a radiograph rating of B that broke at the 
weld had an average fatigue-strength rating of 0.975; the two with a 
radiograph rating of C that broke at the weld had an average fatigue- 
strength rating of 0.995. Specimen F2, the only one with the rein- 
forcement off that had a radiograph rating of D, broke outside of the 
weld, but, as noted in Table 9, failure occurred at a severe surface 
injury and the effect of the flaws in the weld was not disclosed. It 
is apparent that, for the specimens tested, those having a radiograph 
rating of B or C had as great a fatigue strength as those having a 
radiograph rating of A. However, the fatigue strength was about 8 
per cent greater for the specimens that broke outside of the weld than 
for those that broke in the weld. 

The tests reported in Tables 8 and 9 indicated that specimens with 
the reinforcement machined flush with the base plate had a much 
greater fatigue strength than specimens with the reinforcement on. In 
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Fic. 8. Specimen Y4 Wir Faticun Cracks Fottow1nG TRANSVERSE 
ScratcHes Dug To GRINDING 


general, it is not practicable to machine the welds of structural joints, 
and a series of tests was made to determine whether grinding the rein- 
forcement off with a portable grinder would prove as beneficial as 
machining it off. There were ten specimens tested in this series and 
the results are presented in Table 10. The fatigue strength was much 
greater for the specimens with the reinforcement ground off than it was 
for the specimens with the reinforcement on, but it was not quite as 
great as it was for the specimens with the reinforcement machined off. 
The fatigue strength of the specimens with the reinforcement ground 
off was quite erratic, the fatigue-strength rating being 0.83 and 0.84 
for Z1-2 and Z2-2 and 1.16 for Z1-1. All three of these specimens had 
a radiograph rating of A. The low fatigue strength of Z1-2 and Z2-2 
may have been due to a single large stress raiser that resulted in a 
large area of progressive fracture, sometimes designated as a “fisheye,” 
as shown in Fig. 12 and discussed on page 37. 

Specimen Y4 was ground so as to leave scratches transverse to the 
direction of stress and three fatigue cracks developed simultaneously 
as shown in Fig. 8. The fatigue-strength rating for this specimen was 
1.14, and the radiograph rating was A. 

The specimens with the reinforcement and mill scale machined off 
and the surfaces polished were the ones for which the fatigue strength 
was most likely to be reduced by the flaws in the welds because they 
had no surface irregularities to act as stress raisers. There were only 
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four of these specimens tested, and the results, while of interest, can- 
not, because of the small number, be considered as conclusive. These 
specimens were U3, U4, X2, and X3, all shown in Table 12. The radio- 
graph rating was A for specimens U3 and X2 and B for U4 and X3. 
The two with an A rating both broke in the weld and had an average 
fatigue-strength rating of 0.985; the two with a B rating both broke 
outside of the weld and had an average fatigue-strength rating of 
1.015. It should be noted, however, that the plates without joints and 
with the mill scale machined off and the surfaces polished had a 
fatigue strength 10 per cent greater than that of similar specimens 
with welds. 

It is apparent from the foregoing discussion that flaws in welds 
designated by a radiograph rating of B did not affect the fatigue 
strength of the weld. The flaws designated by a radiograph rating of 
C did not have an appreciable effect upon the fatigue strength, but the 
number of tests was too small for the evidence to be conclusive. 

The ends of the specimens were made wider than the central por- 
tion, as shown in Fig. 1, in order that they might be attached to the 
pulling heads of the testing machine. The transition curve connecting 
the narrow to the wide portion was a circular are with a 9-in. radius. 
Moreover, the edges were carefully machined and polished and the 
cylindrical surface was tangent to the plane edges of the narrow por- 
tion. In spite of this large radius and careful machine work, many of 
the specimens without welds and welded specimens with the reinforce- 
ment off failed in the fillet, usually at the junction of the fillet and the 
middle portion. It is known that a fillet, even with a large radius, is 
a stress raiser. Studies of. plastic models with polarized hght* indi- 
cated a stress at the edge of the specimen at the junction of the fillet 
approximately 15 per cent greater than the average over the section. 
The data in Table 11 indicate that of the 13 specimens without welds 
that failed, 10 failed at a fillet and 3 failed in the central portion away 
from the fillets. Likewise, of the 34 welded specimens with the rein- 
forcement off reported in Tables 8 and 9, 17 broke at the junction with 
a fillet and 6 broke between the fillet and the weld. But the data 
given in Tables 8, 9, and 11 indicate that there was no significant 
difference in the fatigue strength between the specimens that broke 
in the fillet and those that broke between the fillets and the weld. 
Therefore it would appear that, while the stress-raising effect of the 
fillet caused a large number of the specimens to fail at the end of the 
fillet, the fatigue strength of the central portion of the specimen, 


*These tests were made by T. J. Dolan, Assistant Professor of Theoretical and Applied 
Mechanics, University of Illinois. 
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TABLE 15 


RevatTion BETWEEN REINFORCEMENT RaTING AND FATIGUE-STRENGTH RATING 
or Burr WELDS IN %-IN. CARBON-STEEL PLATES 


Reinforcement Rating 


A B Cc D 
‘ati atigue- 2 ' Matigue- ieee Fatigue- 
Specimen chad Specimen eee Specimen aeeeen Specimen Stranceh 
No. Strength No. Perens No. Rati No. Tatars 
= Rating Rating ating 
; B3 1.06 Al 0.98 R1 0.96 
ee Lor Cl 0.96 A3 1.04 R2 0.94 
T2 1.03 D2 1.00 C3 1.02 ¥ 
463 0.97 C2 1.01 Av. 0.95 
Ay. 1.063 KL 1.03 C4 0.98 
K4 0.97 Jl 1.00 
Lil 1.03 K3 0.98 
Q2 1.02 L3 0.99 
S4 0.96 1G 1.02 
tual 1.03 12 0.98 
TS 0.98 Q4 1.10 
Ql 0.96 
Av 1.001 S1 1.00 
$2 1.01 
Av 1.005 


although slightly greater, was not significantly greater than the values 
reported in the tables. 

The fatigue strength of the welded specimens was much greater 
for those with the reinforcement off than for those with the reinforce- 
ment on, indicating clearly that the change in section at the edge of 
the reinforcement acted as a serious stress raiser. It was reasonable 
to suppose, therefore, that the profile of the reinforcement might 
affect its action as a stress raiser. A study was made to determine 
whether or not there was any correlation between the profile of the 
reinforcement and the fatigue strength of the specimen. Specimens 
for which the reinforcement flowed by a relatively smooth concave 
surface into the base plate were given an A rating. Specimens for 
which the reinforcement was high and rough and joined the base plate 
with a sharply re-entrant angle were given a D rating. The remaining 
specimens were given either a B or a C rating, depending upon the 
height of the reinforcement and the sharpness of the angle at its 
edge, but for all of the B and C specimens there was a re-entrant 
angle at the edge of the reinforcement. The relation between the rein- 
forcement rating and the fatigue-strength rating is given in Table 15. 
There were only three specimens that were given a reinforcement 
rating of A, but they all had a fatigue-strength rating above unity 
and an average rating of 1.063. There were only two specimens that 
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TABLE 16 


EFFECT or Eccentricity or Loap Upon Faricur STRENGTH OF SPECIMEN: 34-IN. 
CaRBON-STEEL PLaTte Wrrnourt WELD But Wire Mint Scare on Boru Stipes 
P/A for the stress cycle varied from 24 000 lb. per sq. in. tension to an equal compression for all tests 


Specimen Eccentricity Number of Cycles 2 n ve 
No. in, for Failure Boke SUL ( 200 000 ) 
2 None 185 700 23 680 
3 None 296 200 25 760 
4 None 220 900 24 440 
Av. 24 630 
1 1g 111 400 21 600 
5 1g 297 500 25 780 
6 1g 327 000* 26 220 
Av. 24 530 
*See text. 


were given a reinforcement rating of D, but they both had a fatigue- 
strength rating below unity and an average rating of 0.95. There were 
eleven specimens with a reinforcement rating of B and fourteen with a 
rating of C, but the average fatigue-strength rating was unity for each 
group. There is, therefore, a little evidence that it may be possible to 
distinguish between an unusually good and a definitely bad type of 
reinforcement, but any more refined rating would seem to be uncertain. 

There were 42 welded specimens tested with the reinforcement on. 
Two had a fatigue-strength rating below 0.85 (0.83 for B2 and 0.84 for 
J2); all of the others had a fatigue-strength rating of 0.90 or more. 
The strongest had a rating of 1.13. There were 13 plates without 
joints but with mill scale on that were tested to failure. The weakest, 
HH3 and PP3, had fatigue-strength ratings of 0.86 and 0.88, re- 
spectively, and the strongest, PPl and GG4, had fatigue-strength 
ratings of 1.12 and 1.13, respectively. Considering the number of each 
kind of specimen involved, it is apparent that the results of the tests 
were about as consistent for the specimens with welds as for the 
specimens without welds. 

Although care was taken to center the specimens in the fatigue 
testing machine so as to bring the line of action of the force at mid- 
width of the specimen, there was always a possibility that the load 
would be slightly eccentric and produce a flexural as well as an axial 
stress. Therefore a series of tests was made to study the effect of an 
eccentricity of load upon the fatigue strength of a plate. 

There were six specimens used in this study, each of which con- 
sisted of a plate without weld, but with mill scale on both sides. The 
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TABLE 17 


Sratic SrRENGTH OF FaTIGUE SPECIMENS 
Values in upper line are from fatigue-type specimens, those in lower line from standard control specimens 


Previous Fatigue Test Stress 7 
: : 1000 lb. per sq. in. | Reduc- | Elonga- 
Speci- | Parent ung.’ tion of | tion in 
aon Bate Type of Specimen Ne ASE Stine INE 8 in, 
ee ae of Cycles} 1000 lb. | Yield | Ultimate | per cent | per cent 
in 1000s | per sq.in. | Point 
iGS -lain plate None 35.4 64.0 43.2 34.1 
oe : Sate 36.6 63.1 o2n2 ee 
Ss | ?lain plate 3004.6 | Oto +31 37.0 62.6 45.4 8 
ane | : teas = 36.6 63.1 Dont 32.2 
wwii | 1 Plain plate 2203.8 +25 to 56.4 65.1 42.4 26.4 
50 36.5 63.2 53.1 30.6 
PP2 2 Plain plate 3089.2 | Oto +32 36.6 58.0 49.0 3173 
877.33 57.2 56.5 33.6 
XX1 2 Plain plate 3263.8 +20.5 to 46.3 61.8 45.6 31.4 
+41.0 35.3 58.8 56.5 31.6 
XX2 2 Plain plate 4252.9 +22.5 to 49.5 60.9 45.8 29.2 
+45.0 32.2 58.2 56.0 30.6 
XX3 2 Plain plate 3459.3 +20.0 to 47.7 59.9 45.0 30.6 
+40.0 Sy) 58.2 56.0 30.6 
AS 2 Butt weld, reinf. on,| None 34.4 BSam 46.8 31.6 
stress-relieved 31.4 58.2 57.0 30.0 
CS 2 Butt weld, reinf. on,| None 33.6 60.1 44.7 27.4 
not stress-relieved SO68 58.8 56.5 31.6 
ES 2 Butt weld, reinf. off,| None 36.0 62.9 44.9 31.4 
stress-relieved 34.2 62.2 54.5 32.3 
GS 2 Butt weld, reinf. off,| None 31.6 61.0 47.8 30.3 
not stress-relieved 34.8 60.0 55.5 33.8 
Bl 2 Butt weld, reinf. on,| 3152.7 +16 to 35.8 59.8 47.4 31.5 
stress-relieved —16 31.4 58.2 57.0 30.0 


specimens were cut from a single 12-in. by 34-in. carbon-steel plate 
and had the outline of the specimens detailed in Fig. 1, except that 
the center portion was off-set % in. from the centerline of the end 
holes for the specimens that were to be subjected to an eccentric load. 
All specimens were tested in the same machine and all were tested on 
a cycle in which P/A varied from 24 000 lb. per sq. in. tension to 
24 000 Ib. per sq. in. compression. The eccentricity of the line of 
action of the force was measured at the beginning of a test and at 
frequent intervals thereafter. The results of the tests are given in 
Table 16. The three specimens with a centric load were very con- 
sistent; the three with an eccentric load were somewhat inconsistent: 
specimen 1 broke at a small number and specimen 6 at a large number 
of cycles. The test for specimen 6 was somewhat irregular. It was 
~ normal up to 327 000 cycles, but the machine got out of adjustment 
sometime between 327 000 and 477 000 cycles, and during at least a 
portion of that time the load was smaller than it was supposed to be. 
The load was corrected at 477 000 cycles and the machine remained 
in adjustment until the specimen failed at 838 000 cycles. The cycles 
that occurred after the beginning of the period of maladjustment were 
not ineluded in the total number of cycles for failure given in Table 16. 
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The fatigue strength for failure at 200 000 cycles was computed 
n 0.18 
for all tests by means of the equation F299 900 = 24 000 (ana) 
200 000 


and has been reported in the last column of the table. If test 6 is con- 
sidered as having ended at 327 000 cycles (it is known to have been 
normal up to that point) the resulting fatigue strength would be 
24 530 lb. per sq. in., and the averages for the two sets of three tests 
each would have differed by less than one per cent. Inasmuch as the 
eccentricity was generally kept well below 4, in. for the main series 
of tests, it is reasonable to believe that the error due to eccentricity 
was not significant. 


6. Static Tests of Fatigue Specimens—Static tests were made on 
specimens having the same dimensions as the fatigue specimens. The 
results of these tests are given in Table 17. Two sets of physical 
properties are given for each specimen; those in the upper line were 
obtained from the fatigue-type of specimen, and those in the lower line 
from a standard tension control specimen. A number of specimens 
that had been tested in fatigue, but without failure, were also subjected 
to a static test, as noted in the table. 

The fatigue-type of specimen that had not been subjected to a 
fatigue test had approximately the same yield point and ultimate 
strength as the control specimens cut from the same parent plate, but 
the reduction in area and elongation in 8 in. differed somewhat for 
the two types of specimens. The fatigue tests that did not cause 
failure had very little effect upon the ductility or ultimate strength of 
the material, as determined by subsequent static tests, but they in- 
creased the yield point in those instances for which the maximum 
stress in the fatigue test exceeded the original yield point of the 
material. Specimen XX2, after having been subjected to over 4 000- 
000 cycles in which the stress varied from 45 000 Ib. per sq. in. tension 
to a tension one-half as great, had a reduction of area of 45.8 per 
cent, an elongation in 8 in. of 29.2 per cent, a yield point of 49 500 
lb. per sq. in., and an ultimate strength of 60 900 lb. per sq. in. Speci- 
men WWI, after having been subjected to over 2 200 000 cycles in 
which the stress varied from 50 000 lb. per sq. in. tension to a tension 
one-half as great, had a reduction of area of 42.4 per cent, an elonga- 
tion in 8 in. of 26.4 per cent, a yield point of 56 400 Ib. per sq. in., and 
an ultimate strength of 65 100 lb. per sq. in. The ductility of this steel, 
after having been subjected to so many applications of a stress 
exceeding its original yield point, is very gratifying. 
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TypicaL ror ALL SPECIMENS OF %-IN. CARBON-STEEL PLATES 


Fic. 9. Microstructure or WELD, SPECIMEN O01. 
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Fia. 10. Harpness DiacramMs ror SpEcIMEN D3. TyprcaL ror ALL 
SPECIMENS oF 7%-IN. CarBON-STEEL PLATES 


7. Metallurgical Studies—Studies were made to determine the 
microstructure and the hardness variations in the critical zones of 
the weld. Very little difference was observed in the microstructure 
of the welds of the various joints. The structure was found to be the 
same for the two parent plates and also for the welds that were stress- 
relieved and those that were not. The microstructure of the various 
regions in the joint of specimen O1, which is typical of the others, is 
shown in Fig. 9. The area with the very large grains was the hardest 
of any region in the weld. The structure was sorbitic, however, which 
indicated high strength and ductility. 

The variations in hardness in the vicinity of the weld are shown 
by the diagrams of Fig. 10. These diagrams were drawn for specimen 
D3, but are representative of all of the specimens. The maximum 
hardness in the heat-affected zone varied from 185 to 217 Vickers 
hardness numbers, values well within the range of acceptable hard- 
ness for welded joints. 

The character of some of the fractures is of interest. The rein- 
forcement had been planed off specimen O1, and the fracture was in 
the weld metal, as shown in Fig. 11G. The fatigue crack started at 
some small discontinuities, such as blow holes or inclusions, in the 
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Fig. 12. Nucier or Butr WELDS IN 7%-1n. CarBoN-Stee, Pirates THat 
FaILep IN THE WELD. REINFORCEMENT GROUND OFF 


weld metal, as indicated by the nuclei on the fracture shown in Fig. 
117. The path of the fracture, with respect to the various micro- 
structural regions of the transverse section, are shown at D, EH, and G 
of the same figure. The nuclei, from which the fatigue cracks of speci- 
mens Z1-2 and Z2-2 started, are shown in Fig. 12. The unusual frac- 
ture of specimen PP3, a plate without a weld, is shown in Fig. 13. 
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No. PP3 


Fic. 13. Fracrure or 7%-1n. CaArBON-STEEL Pirate WirHout WELD 
Snow1na Sinctp Nucreus Near Center. SpecIMEN PP3 


The fatigue crack originated at a small surface discontinuity at mid- 
width of the specimen, and spread across the section. When the speci- 
men was subjected to tension, a thickness gage could be run through 
the specimen at the center before the crack had spread to either edge. 
Whether a single large stress raiser, as distinguished from either several 
small ones or a continuous stress raiser along the edge of the reinforce- 
ment, caused failure at a small number of cycles is not certain. It is 
of interest to note, however, that the fatigue-strength ratings of the 
three specimens, Z1-2, Z2-2, and PP3, each of which had a large fish- 
eye, were 0.83, 084, and 0.87, respectively. 


8. Summary of Results—The results of the individual tests are 
given in Tables 6 to 12, inclusive, and the average value of the fatigue 
strength for each group of tests is given in Table 18. A description of 
the specimen is given in the first column. In general there is a value 
Of Fyo0 000 and one of Fe o00 000 given for each kind of specimen and 
for each ratio of minimum to maximum stress. Values that are marked 
with a small circle in Tables 6 to 12 have been omitted from the 
summary. 

The diagrams of Fig. 14a show the effect of the ratio of the mini- 
mum to the maximum stress in the stress cycle upon the fatigue 
strength of specimens in the as-welded condition as determined from 
the data listed in Table 18. The upper curve is for the fatigue 
strength corresponding to failure at 100 000 cycles and the lower one 
for failure at 2 000 000 cycles. Each small circle represents the 
average of a group of similar tests, the numeral adjacent to a circle 
indicating the number of tests averaged. Distances to the right or left 
of the origin represent the minimum stress in the stress cycle; distances 
above the origin represent maximum stresses. Points to the right and 
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TABLE 18 


Faticur Strenctu or Burr Wexps iN %-1N. Carson-Steet PLatEs 
Summary of Results 


Fatigue Strength itp 10005 of /b. per sq. ir. 


Description Tension 10 a7 : Tension to 
Oe L£qual Compression ORE ERH OR Tension x as Great 
Specie We We We v= We N= 

/00000 |\2000000\ 100000 |\2000000\ 100000 \2000000 

As Welded (LAE) /4.4. Soy Cen oko Res S69 

Re/nforcermert Or7 ; 
Sipe (NAG! PASS Lou: SUD AE 376 
—— : | 
Re/nrtorcemen?t (fachined Off 289 488 284 437 


Nor Stress Relieved” 


Reintorcetmert Machirred Off ] - 
Stress Relieved C4 /6.6 494 278 426 


Reintorcemerst Groutrd Off 
Not Stress Relieved \ aoe ac Age 
WG Ee 277 {7 \ 498 | 316 $0.0 


Mill Scale Or7 


Plairr Plate 
Mill Scale Mactritread Orff S96 
and Surtace Fo//shed 


Butt Weld. Reinforcement 
aa /Ui1/ Scale \tachired OFF EG) 
and Surface Polished 


upward represent tension, those to the left represent compression. 
Thus, the point A indicates that a specimen tested on a cycle in which 
the stress varied from 22 300 lb. per sq. in. tension to 22 300 lb. per 
sq. in. compression may be expected to fail at 100 000 cycles. Like- 
wise the point B indicates that the fatigue strength of a specimen 
tested on a cycle in which the stress varied from zero to tension was 
33 100 lb. per sq. in., and the point C indicates that the fatigue 
strength of a specimen subjected to a cycle in which the stress varied 
from tension to tension one-half as great was 53 300 Ib. per sq. in. 


The broken lines of Fig. 14 represent the results of tests, and 
SHE) 


the full lines represent the empirical equation* EL arias 


In this equation, (FL) is the fatigue strength for a complete reversal, r 
is the ratio of the minimum to the maximum stress in the stress cycle 
(r is negative for a complete or partial reversal), and (FL)’ is the fa- 
tigue strength for any particular value of r. It is of interest to note that 
if the position of the line representing the empirical equation is de- 
termined by the fatigue strength for r— —1 (complete reversal of 


*See “Materials of Engineering,’ by Herbert F. Moore, page 55, Fifth Edition. 
Also Univ. of Ill. Eng. Exp. Sta. Bul. 302, page 77. 
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Fic. 14. Fatigue StrenctH or Burr WELDS IN %-IN. CARBON-STEEL PLATES FOR 
Various Typrs oF SPECIMENS AND For VARIOUS RELATIONS OF MINIMUM 
To Maximum Stress. SuMMaRY oF RESULTS 


stress), then the line falls below the experimentally-determined points 
for all other cycles used in this investigation. It is also of interest to 
note that the agreement between computed and the test values for 
r =O, was much closer for specimens with the reinforcement on than 
it was for either specimens with the reinforcement off or for specimens 
without welds. 

For specimens in the as-welded condition, the values of the fatigue 
strength for a cycle in which the stress varied from tension to an equal 
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Fia. 15. Derarts or Riverep SPECIMENS 


compression were 22 300 lb. per sq. in. for failure at 100 000 cycles 
and 14 400 lb. per sq. in. for failure at 2 000 000 cycles; and for a 
eycle in which the stress varied from zero to tension, the values of 
the fatigue strength were 33 100 lb. per sq. in. for failure at 100 000 
eycles and 22 500 lb. per sq. in. for failure at 2 000 000 cycles. 

For specimens in the as-welded condition, except that the rein- 
forcement had been machined flush with the base plate on both sides, 
the values of the fatigue strength for a cycle in which the stress varied 
from tension to an equal compression were 28 900 Ib. per sq. in. for 
failure at 100 000 cycles and 16 850 lb. per sq. in. for failure at 
2 000 000 cycles. These values are considerably higher than cor- 
responding values reported in the preceding paragraph for similar 
specimens with the reinforcement on. 

A comparison of the fatigue strength of butt welds that were 
stress-relieved by heat treatment with the fatigue strength of those 
that were not stress-relieved indicates that stress-relieving did not 
affect the fatigue strength. This was true for the specimens with the 
reinforcement off as well as for those with the reinforcement on. 

Specimens from which the reinforcement had been machined flush 
with the base plate on both sides had approximately the same fatigue 
strength as plates without welds but with the mill scale on. 

Specimens from which the reinforcement had been ground flush 
with the base plate on both sides with a portable grinder had a fatigue 
strength only slightly lower than that of similar specimens with the 
reinforcement machined off. 
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Fig. 16. Drraits oF WELDED SPECIMENS 


Specimens with the reinforcement and mill scale machined off and 
the surfaces polished had a fatigue strength somewhat greater than 
that of specimens with the mill scale on, but considerably lower than 
that of small round machined and polished specimens.” 

For all kinds of specimens, stress-relieved or not stress-relieved, 
reinforcement off or reinforcement on, the fatigue strength correspond- 
ing to failure at 2 000 000 repetitions of a cycle in which the stress 
varied from tension to tension one-half as great exceeded the yield 


point of the material, and is therefore not important to the structural 
designer. 


III. Revative STRENGTH OF WELDED AND RivETED JOINTS 
IN Low-A.LLoy STEEL PLATES 


9. Description of Specimens.—The tests were planned to determine 
the relative strength of welded and riveted joints connecting plates of 
a low-alloy steel of structural grade. There were nine each of riveted 
and welded specimens. Six of the riveted specimens were subjected to 
fatigue tests and three to static tests. Of the welded specimens, seven 
were subjected to fatigue tests and two to static tests. The object 
of the static tests was to determine the strength of the joint, and for 
the riveted joints, to determine the load-slip relation. 


*Univ. of Ill. Eng. Exp. Sta. Bul. 302, Table 40, page 103. 


FATIGUE TESTS OF WELDED JOINTS IN STEEL PLATES 43 


TABLE 19 


CuemicaL Composition or Corres or ELEcTRODES, PLATES, AND DEposIrep 
Weitp Merau 


Man- 437: Chro- Vana- Phos- - 
Carbon CEINORS Silicon main ain Copper Cie Sulphur | Nickel 
Electrode....| 0.10 0.45 0.02 wei sates 0.12 0.014 0.022 0.03 
Ibis 55 ke olly “Onl 1) 24 0.20 0.02 0.12 0.03 0.022 0.036 
Weld Metal..| 0.06 0.50 0.025 0.01 0.04 0.01 0.021 0.029 


TABLE 20 
Resuuts or Static Tests or WELDED JOINTS 
Stress, lb. per sq. in. gross area 2 we 
Specimen Fees of MopeaGen in Part That 
oO. : Faile 

Yield Point* Ultimate poe cent ae Gack 
105 60 100 83 000 49.7 23.4 Plate 
107 60 200 82 900 = ait 17.5 Weld 


*By drop of beam. 


All specimens were made of low-alloy structural* steel plates 
approximately % in. thick and weighing 21 Ib. per sq. ft. 

The riveted joints, shown in Fig. 15, were of the double-strap butt 
type with 34-in. manganese-steel rivets. The driven heads of the rivets 
were countersunk and chipped; the manufactured heads were of the 
button type. The ratio of the net to the gross area for these joints 
was 0.76.7 

The welded joints, shown in Fig. 16, were of the single-V butt-weld 
type welded in a flat position using an electrode conforming to the 
requirements of the Grade EA of Navy Department Specification 
22 W7 (Reid Avery Type HD-7). The welding Be was as 
follows: The plates, after being scarfed, were spaced 44 in. apart and 
tack-welded at each end of the groove. The root pass was deposited 
with a 545-in. electrode using 140 amperes and 27 volts, at a rate of 
approximately 5 in. per min. Deposition was started at one end of the 
groove and carried continuously to the other end. The three succeed- 
ing layers were deposited with a *4,-1. electrode using 180 amperes 
and 32 volts. A full weave was used, progressing at a rate of three 


*This low-allow steel is of the same type as that used in the tests described in Chapter V. 

+The net section was computed in accordance with the Specifications for Steel Railway 
Bridges of the American Railway Engineering Association except that the diameter of the hole 
to be deducted was taken 14 in. greater than the nominal diameter of the rivet in accordance 
with Navy practice. 


44 ILLINOIS ENGINEERING EXPERIMENT STATION 


(b) 


Fic. 17. Burr Wetps in ALLOY-STEEL PLares AFTER Static FAILURE. 
SPECIMENS 105 anp 107 


to four in. per min., depending upon the width of the groove. All 
layers were deposited in the same direction as the root pass, and con- 
tinuously from one end of the groove to the other. Layers were de- 
posited at approximately 15-min. intervals. The root of the groove 
was chipped out to a depth of 14 in. from the bottom side and re- 
welded with a 545-in. electrode, in two layers, using 140 amperes and 
27 volts. The slag resulting from the deposit of the successive layers 
was removed with a light scaling hammer and a wire brush. 


The chemical composition of the cores of the electrodes and of the 
plates is given in Table 19. 
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10. Static Tests of Welded Joints—The welded specimens 105 and 
107 were tested to failure in a static machine. Scaling of the plate 
outside of the weld was noted for specimen 105 at a stress of 59 000 
lb. per sq. in., and there was a definite drop of the beam at a stress 
of 60 000 lb. per sq. in. For specimen 107, scaling and drop of the 
beam occurred simultaneously at a stress of 60 200 lb. per sq. in. The 
results of the tests are given in Table 20. 

Figure 17 shows specimens 105 and 107 after failure. Although 
107 failed in the weld, it developed as great a strength as 105, which 
failed outside of the weld. 


11. Static Tests of Riveted Joints—Specimens 91, 92, and 93 were 
tested to failure in a static testing machine. The slip between the main 
plates and the strap plates was measured with a tapered pin* at 
various loads at points indicated in Fig. 18. Slip was measured at 
eight holes for each specimen, two for each plane on which slip oc- 
curred for the upper part of the joimt and two for each plane for the 
lower part of the joint. The values of the slip as measured at each 
pair of holes were averaged and the relation between these average 
values and the load is shown by the load-slip diagrams of Fig. 19. 

The results of the tests are given in Table 21. Attention is called 


*Univ. of Ill. Eng. Exp. Sta. Bul. 239, page 10. 
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TABLE 21 


ReEsvuuts or Static Tests or Riverep Joints 


47 


Stress, lb. per sq. in. 
peeise Shear on Rivets Ultimate Tension in Plate eee 
at 0.001 in. slip Maximum Net Section Gross Section 
91 12 900 46 700 84 500 64 800 Main Plate 
92 13 000 47 200 84 800 64 700 Main Plate 
93 183. BY 46 500 85 800 64 900 Strap Plate 
Ay. 13 100 48 800 85 000 64 800 


Fic. 20. Riverep Joints Arter Static FAInurE. SPECIMENS 91 AND 92 
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Fic. 21. Riveren Jornts Arrer Static FairurE. SPECIMEN 93 


to the fact that the unit shear on the rivets that produced an arbi- 
trarily chosen slip of 0.001 in. is very nearly the same for all three 
specimens. Specimen 93, for which the unit shear on the rivets neces- 
sary to produce a slip of 0.001 in. was greatest, developed the highest 
tensile stress in the plate. Moreover, it was the only riveted joint that 
failed in the strap plates. Figures 20 and 21 are from photographs of 
specimens 91, 92, and 93 after failure. For specimens 91 and 92, which 
failed in the main plate, the line of failure passed through 7 rivets, 
whereas, for 93, which failed in the strap plates, the line of failure 
passed through 5 rivets, as shown in the figures. The strength de- 
veloped by the plates, the average for the three tests, was 85 000 lb. 
per sq. in. on the net section and 64 800 lb. per sq. in. on the gross 
section. The latter is comparable with the 83 000 lb. per sq. in. on the 
_ gross section developed by the welded specimens. 


12. Fatigue Strength of Welded Joints—Seven welded specimens 
were tested in fatigue. The alignment of the plates was good for all 
specimens, and the welds contained no defects that could be deter- 


mined by visual inspection. All specimens were tested in the as-welded 
condition. 
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TABLE 22 
Resuuts of Fatigue Tests or WELDED Joints: Low-ALLoy-STEEL PLATES 
Fatigue Strength, F 
Number of : 
Specimen Order of Unit Stress Cycles for E0001 b. Der. sa.1n- 
No. Testing 1000 lb. per sq. in. Failure in 
100! 
ee N= 100000 | N = 2000000 
106 1 +22 to —22 243.6 2050 15.4* 
108 2 +23 to —23 164.4 25.0 15.0* 
104 3 +24 to —24 403.1 30.4 18.3* 
102 4 +19 to —19 459.9 24.6* 14.8 
103 5 +19 to —19 381.9 23.9 14.3 
109 6 +17 to —17 900.9 24.7* 14.9 
101 Uf +17 to —17 1059.7 25.4* 15.3 
Av. 25.7 15.4 


*Values marked with an asterisk (*) were not included in the averages because the ratio n/N 


for these differed too greatly from ur 


nity. 


The results of the tests are given in Table 22, the order of testing 
being given in the second column. Specimens 106, 108, and 104 were 
tested for failure at 100 000 cycles. Because 106 over-ran, 108 was 
tested at a somewhat higher stress, but it also over-ran, and 104 was 
tested at a still higher stress and it over-ran still more. Although the 
over-run for these tests was greater than is desirable, it is believed 
that the computed values of the fatigue strength for N = 100 000 are 
fairly accurate. The test of specimen 102, following the test of 104, 
was planned for failure at 2 000 000 cycles, but it ran for only a few 
more cycles than 104, even though the stress was 19 000 lb. per sq. 
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Fig. 23. Specimen 104 Arrer Fatigue FAILurE 


in. for the former and 24 000 lb. per sq. in. for the latter. Specimen 
103 was tested on the same cycle as 102 and ran very nearly the same 
number of cycles, a number very much less than the 2 000 000 antici- 
pated. Specimens 109 and 101 were therefore tested at a still lower 
stress and both ran almost 1 000 000 cycles. 

The results of the tests are shown graphically in Fig. 22. There 
was only one group of tests for the type of specimen used, a number 
too small to establish a value of K in the equation F = S(n/N)¥*. In- 
stead, a straight line, A, was located by inspection which, it was be- 
heved, represented the results of the tests. The value of K was then 
determined for the line A and was found to be 0.17. The values of the 
fatigue strength given in columns 5 and 6 of Table 22 were then com- 
puted by the use of the equation F = S(n/N)°". 

Figure 238, from a photograph, shows specimen 104 after failure. 
The crack extends through the base plate at the lower edge of the 
weld for almost half of the width of the specimen, then jumps up into 
the weld metal for a considerable distance near the middle of the 
specimen; it then jumps up to the Junction of the base plate and weld 
metal at the root of the groove (on the far side of the specimen and 
not visible in the photograph) for the remaining portion of the width 
of the specimen. This latter part of the crack was open quite wide 
on the far side of the plate. Although failure always began at the edge 
of the deposited metal where the change in section acted as a con- 
tinuous stress raiser across the specimen, the crack, once started, 
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meandered through the deposited metal for some specimens. Figure 24 
shows the fisheyes on the fractured surface of a number of specimens. 
The surface of fracture for specimen 108 is made up almost entirely 
of fisheyes, any one of which would have resulted in failure; never- 
theless, the fatigue strength of this specimen was equal to the average. 
In contrast with this, specimen 106 had two large fisheyes near the 
center, and 102 and 103 each had a large fisheye at one end. The 
fisheye for 102, not shown in the figure, was similar to the one for 
103. For each of the specimens for which there was a single large 
fisheye, the crack jumped across the weld bead at the end of the 
fisheye. 

There was no consistent relation apparent between the number 
and size of the fisheyes and the fatigue strength of the weld for these 
specimens. 

It was thought that there might be some relation between the 
fatigue strength and the point at which the crack started, the origin 
of a crack at an edge of a specimen being considered as evidence that 
the longitudinal force was eccentric. The origin of the crack was noted 
for each specimen and was as follows: for specimens 101, 104, 106, 
and 109 failure began at one edge of the specimen and spread toward 
the other edge; for 102, 103, and 108 it began in the central portion 
and spread both ways. Of the specimens for which the crack began 
at one edge, the fatigue strength was above the average for two and 
below the average for two. Of those for which the crack began near 
the middle of the specimen, the fatigue strength was below the average 
for two and above the average for one. Apparently, the fatigue 
strength of the specimen had no consistent relation to the origin of 
the crack. 

Figure 25 shows the microstructure of the weld at the junction of 
the base plate and the deposited metal for specimen 103, which is 
typical of the microstructure of all of the specimens. Each micro- 
graph is numbered and its location is indicated by the corresponding 
number on the macrograph, also given in each figure. The figure shows 
the grain size in and adjacent to the last bead that was deposited. 
The structure of the weld metal at points 1 and 2 is typical of cast 
metal. The microstructure near the middle of the weld showed the 
effect of subsequent beads, which heated the first beads that had been 
deposited, and caused a change in the grain characteristics. Micro- 
graph 6 of Fig. 25 was taken in the heat-affected zone, and 7 was 
taken in the base plate far enough from the weld so that the grain 
structure was not affected. 
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Figure 26 shows the hardness gradient* for specimen 103, one 
diagram being for the upper portion and the other for the central 
portion of the weld. Although these diagrams are for specimen 103, 
they are typical of the diagrams for all of the specimens. The de- 
posited metal is not quite as hard as the base plate, and a small area 
in the heat-affected zone is considerably harder than either the de- 
posited metal or the base plate. 

The radiographs of specimens 107 and 108 showed no flaws; the 
ones for 102, 104, 106, and 109 showed some porosity, but not enough 
to be satisfactorily reproduced in a cut. The radiographs of 101, 103, 
and 105 showed a degree of porosity somewhat less than that shown 
for 102. 

Although the radiograph showed no flaws in specimen 108, the 
macrograph of Fig. 24D shows several blow holes. The discovery of 
blow holes by the method of making sections is partly a matter of 
chance as they might be cut by some sections and not by others. But, 
of the specimens tested, 108 is the only one in which blow holes were 
discovered. The radiograph shows no flaws and the fatigue strength 
was greater than the average. Considering all the specimens tested, 
there was no consistent relation between the flaws shown by the 
radiographs and the fatigue strength of the specimens. The reason 
small internal flaws had no effect upon the fatigue strength of the 
specimen may have been due to the fact that failure occurred at the 
edge of the weld where the change in section acted as a stress raiser 
extending the full width of the specimen which was more injurious 
than the internal flaws. There is a possibility, however, that internal 
flaws might affect the fatigue strength of a specimen not having any 
large surface stress raisers hike a butt weld with the reinforcement 
planed off. 

The results of the tests may be summarized as follows: 

The average fatigue strength of the welded joints, tested on a 
cycle in which the stress was completely reversed, was 25 000 lb. 
per sq. in. for failure at 100 000 cycles and 15 000 lb. per sq. in. 
for failure at 2 000 000 cycles. The static strength of similar speci- 
mens, given in Table 20, was 83 000 lb. per sq. in. 

The value of the fatigue strength apparently was not appreciably 
affected by any of the following influences: (1) the location of the 
origin of the crack with respect to the edges of the specimen; (2) the 
size, number, and distribution of the nuclei; (3) the presence of minor 
blow holes. 


*The hardness was determined with a Vickers type machine and, for the range of hardness 
studied, the Vickers hardness numbers and the Brinell hardness numbers agree closely. 
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Fic. 26. HarpNess Diacrams ror Burr Wrip 1x Low-ALoy-Srren 
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All specimens failed at the edge of the reinforcing where the sharp 
change in section acted as a stress raiser over the full width. 


13. Fatigue Strength of Riveted Joints—Six riveted specimens 
were tested for fatigue failure on a cycle in which the stress varied 
from tension to an equal compression. The longitudinal edges of the 
plates of the first specimen tested, number 96, were machined to a 
point just outside of the strap plates. The remaining portions of the 
edges were flame-cut. A fatigue crack developed at a notch in the 
flame-cut edge, where the fillet meets the straight portion of the edge, 
at about the same time that a crack developed through a rivet hole 
in the outer row. Both cracks are shown in Fig. 27. The edges of the 
remaining specimens were machined over their entire length. The net 
section upon which the unit stress was based is shown in Fig. 18. The 
fatigue failure occurred on this section for all specimens. Figure 28, 
from a photograph, shows a typical failure for these Joints. 

The slip between the plates was measured on the gage lines on the 
edges of the plates, as shown in Fig. 18. The slip increased as the 
test continued. The initial slip and the slip at the last reading taken 
before the specimen failed are given in Table 23. 

The results of the tests are given in Table 24 and Fig. 22. As in 
the case of the welded joints, there was only one group of tests for 
this type of specimen, a number too small to establish a value of K 
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TABLE 23 
Resutts or Fatigue Tests or Riverep Jowrs: Siie Between PLatTes 
Slip, inches 
Specimen Stress on Net Section 
No. 1000 Ib. per sq. in. 
Initial Reading Final Reading 

96 +22.4 to —22.4 0.0090 0.0104 

97 +23.0 to —23.0 0.0119 0.0198 

94 +23.0 to —23.0 0.0091 0.0130 

95 +19.0 to —19.0 0.0086 0.0175 

99 +18.0 to —18.0 0.0102 0.0250 
100 +18.0 to —18.0 0.0075 0.0390 


for the type. Instead, a straight line, B, was located by inspection 
which, it was believed, represented the results of the tests. The value 
of K was then determined for the line B and was found to be 0.14. 
The values of the fatigue strength given in columns 5 and 6 of Table 
24 were then computed by the use of the equation F = S(n/N)°"™*. 
Line B is based upon the net transverse section of the plate through 
the outer row of rivets. Because line A, for the welded joints, is based 
upon the gross area, the values of the fatigue strength of the riveted 
joints, based on the gross section, were also computed. These values 


TABLE 24 
RESULTS oF FatTiGuE Tests oF RIvVETED Jornts: Low-ALLoy-STEEL PLATES 
Fatigue Strength, 1000 lb. per sq. in. 
Based on 
Speci-| Order | Upit Stress on | of Cycles 
Ree Test- 1000 lb. per bord Net Section Gross Section 
ing Sq. in. 1000s 
N = 100000|N = 2.000 000|N = 100 000|N = 2.000 000 
96 1 122.4 to —22.4 | 155.4 23.8 15.7* 20.1 13.3* 
97 2 +23.0 to —23.0 | 337.9 27.3 17.9* OBA 15.1* 
94 3 +23.0 to —23.0 80.3 22.3 14.7* 1Sei 12.4* 
95 4 +19.0 to —19.0 | 500.4 23.8* 15.7 20.1* 13.3 
99 5 +18.0to —18.0 | 466.0 22.3% 14.7 18.7* 12.4 
100 6 +18.0 to —18.0 | 707.8 23.7* 15.6 20.0* 13.2 
Av. 23.9 15.7 20.1 1853 


*Values marked with an asterisk (*) were not included in the averages because the ratio n/N 
for these differed too greatly from unity. 
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are given in Table 24 and are represented by the dotted line Cor 
Fig. 22. The relative positions of lines A and C indicate that, on the 
basis of the gross section, the fatigue strength of joints in low-alloy 
steel plates is definitely higher for welded than for riveted joints. 


14. Summary of Results—The results obtained from the tests de- 
scribed in the preceding sections apparently justify the following 
conclusions. 

(1) The low-alloy structural steel plates had a static strength 
based on the gross area of 83 000 lb. per sq. in. when fabricated by 
welding and of 64 800 lb. per sq. in. when fabricated by riveting. The 
strength of the latter based on the net section was 85 000 Ib. per sq. in. 

(2) The low-alloy structural steel plates had a fatigue strength 
based on the gross area and corresponding to failure at 100 000 cycles 
of 25 000 lb. per sq. in. when fabricated by welding and of 19 800 
lb. per sq. in. when fabricated by riveting. For failure at 2 000 000 
cycles, the corresponding values were 15 000 lb. per sq. in. and 13 800 
lb. per sq. in. for welded and riveted joints, respectively. These values 
of the fatigue strength are for a cycle in which the stress varied from 
tension to an equal compression. 

(3) The fatigue cracks in the riveted specimens passed through the 
holes in the outer row. Those in the welded specimens always began 
at the edge of the deposited metal where the abrupt change in section 
acted as a stress raiser that extended the full width of the specimen. 


IV. Errect or Periops or Rest Upon Faticun 
STRENGTH oF Burr WELDS 


15. Description of Tests—Fatigue tests are usually run continu- 
ously, whereas the structural members of a bridge floor, the members 
most likely to be affected by fatigue, are subjected to a number of 
cycles in rapid succession and then rest for a considerable period. 
The question has often been asked whether or not the fatigue strength 
_ obtained from continuous tests is applicable to structures which have 
alternate periods of rest and of frequently repeated loads. In order 
to answer this question a series of tests was planned to determine the 
effect of rest periods upon the fatigue strength. For this purpose two 
machines were constructed which could be run either continuously at 
180 r.p.m. or adjusted so that they could be run continuously for 100 
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TABLE 25 


PuysicaL Properties oF Puates AND CHEMICAL CoMposITION OF PLATES AND 
WeLp Merat Usep 1n Rest Trsts 


Stresses, lb. per sq. in. 
Reduction of Area 
per cent 
Yield Point Ultimate Strength 
Range 30 500 to 33 000 56 000 to 59 000 51.0 to 58.0 
Average 31 900 57 700 55 
Chemical Composition 
Plates 
Carbon Manganese Silicon Copper | Phosphorus} Sulphur 
Range 0.22 to 0.43 to 0.01 to 0.15 to 0.012 to 0.030 to 
0.28 0.46 0.02 0.18 0.019 0.037 
Average 0.27 0.45 0.01 0.166 0.015 0.034 
Range 0.09 to 0.30 to 0.07 to 0.06 to 0.017 to 0.028 to 
Weld 0.11 0.33 0.11 0.08 0.021 0.036 
Metal 
Average 0.10 0.31 0.08 0.07 0.020 0.034 


cycles and then stopped for a predetermined period. The period of 
rest was 5 minutes for one machine and 30 minutes for the other. The 
machines, which had a capacity of 50 000 lb., were automatic and 
ran night and day without an attendant. 

The details of the specimens used in the rest tests are shown in 
Fig. 2. All specimens were cut from one parent plate and the same 
electrode and the same welding procedure was used for all specimens. 
Tension control specimens and chemical samples were taken at various 
points over the plate to determine its uniformity. The physical proper- 
ties and the chemical composition are given in Table 25. 

A survey of the microstructure and hardness of the weld joint 
indicated that the fatigue strength would not be materially affected 
by the metallurgical structure of the weld. The maximum hardness 
in the heat-affected zone of the plate varied from 134 to 166 Vickers, 
values that are acceptable. The plate metal had an average hardness 
of 120, and the weld metal had an average hardness of 125. The 
structure in the heat-affected zone of the plate was a very fine pearlite 
which had good properties of strength and ductility. 

The method of making a test was as follows: Nine identical 
specimens were selected for a series to be tested at a given cycle, the 


TABLE 26 


Errecr or Periops or Rest Upon Faticus SrrenctH or Burr WE Lbs IN 14-1N. 
CARBON-STEEL PLATES 


a 


if 5 , z 
Number of \Strength in 1000s of 10 per sq in| 
Rest | Stress,S ; 
Spec. | ; eats Cycles for : Be Location of 
Nes | Dey Mh ee: oP Failure, 7, | Static} RATES ELE 4 Fatigue Crack 
CE CT MGS N= 100.000 | N= 2000 000 
(/) (@) (3) (4) (S) (6) (7) (8) 
Cycle: Tension to an Equal Compression 
C/ 420.0 to -20.0 85.8 | $73 19.7 Vote |p 
C2 +20.0 to -20.0 119.7 \ $73 204 Wa O Wz 
C3 4 | 4200 ro -20.0 108.2 | $73 20.2 /49 «| 3 
© Av. 20.1 
E/ & | 4/60 6 -/6.0 1248.2 | 573 207 /53 4 
EZ 9 | 4/60 to -/6.0 990.0 | 573 20.[ e 14.9 / 
£3 | = | 4/60 40-/60| 39942 | $73 2/.6 @ /6.0+ \No failure 
| | | Av. (5.4 
Al +20.0 to -200 2/3.2 | $73 2/.6 /6.0¢ | / 
Az +200 to -20.0 /46.9 | 523 208 (540 | 3 
A3 > | 7200 10-200 619. S73 IO VEO | 
L Av. 205 
DI S | 4/60 to -/6.0 2339 | 573 (74 0 12.9 / 
b2 | & |+/60 t0-/6.0 562.2 | $73 19.0 /4./ / 
03 | & |+/60 ro-/60 705.9 | $23 /9.5 0 (4.4 / 
Hh , | 1/60 10 -16.0 6/14 | $73 /9.2 0 /4.2 / 
HB +/6.0 to -/6.0 860.9 | 573 /99 14.7 / 
I3 4/60 10 -/6.0 4044 | $7.3 /84 13.6 i 
Av. /4.0 as 
&/ +200 to -20.0 1206 \573 204 /5.1 0 | / 
B2 | Q | +200 to -200 132.8 | 573 206 PES 00 ley, 
BS | & | #200 ta -20.0 40.5 |\473 /8.3 13.50 | / 
NR 2200 faa 200 Wis \\ SHE 19.5 (440 | / 
HZ SS AZO.0 10 = 20.0 ZOTO NOS 220 URE Oy el 
LEME RN ZOO 1a-200 61.0 | 573 19.0 fA OF Ne tf 
fe Av. 20.0 aie 
Cycle: O to Tersior 
M/ 0 to 435.0 (727. 57s ne 0 ee me 
2 0 10 435.0 191.4 | $7.3 37.4 Bi Oo Nf 
M3 + 0 to 435.0 2505 | 573 384 264 
Ny AV. 37.6 
G/ & 0 to +30.0 453.0 |\573 349 0 25.8 / 
G2 0 to 430.0 1791.2 | 573 400 ¢ 29.7 / 
G3 A 0 to 430.0 485.8 | 573 BS] 26.0 / 
Dh = 0 to +270 $40.2 | $73 3200 23.7 / 
Je 0 ta +270 | /455.9 | 573 B53 0 26.2 / 
J3 0 to +27.0| 4547.0 | 573 3650 270+ / 
Av. 264 
F/ O to 430.0 3/4,/ | 573 33.6 249 ¢ | / 
F2 0 to 430.0 473.9 | 523 35./ 2006 |/ 
F3 x 0 to 430.0 3657 | 523 B42 Zone la 
S Av. 34.3 
a, A O to +270 3376 | 573 30.5 @ 224 / 
Ne y O to +220 1066.9 | 573 34260 254 / 
Le ly 26) 0 to +270 490.7 | 573 3I.7 23.5 / 
a Av. 238 
N/ Z 0 10 +35.0 120.0 \573 85.6 2640 |/ 
NZ | X& 0 to +350 BY ZA NSA, 34.3 2540 \ / 
o/ & 0 to +38.0 93.9 | $29 34.8 2580 | / : 
S | AV. B49 


0/0 
* eof 
F=S(q) 
eValues marked Not included it averages. 
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S-mir, Rest Period 


Srress (1? 1000's of 1b. per sq. Ir. 


Ir 50 100 S00 /000 2000 =—4000 
Number of Cycles for Failure ir 1000's 


Fic. 29. S-N DiacraMs ror Butr WE LDS IN 14-1IN. CarBON-STEEL PLATES 


maximum stress in the cycle and the ratio of the minimum to the 
maximum stress to be the same for all. Three were tested continu- 
ously, three were tested with 5-min. rest periods following each 100 
cycles and three were tested with 30-min. rest periods following each 
100 cycles. Some series were planned for failure at 100 000 cycles, 
others for failure at 2 000 000 cycles. The latter, however, did not 
include the tests with 30-minute rest periods because of the time that 
would be necessary for such a test. All specimens were tested with 
the reinforcement on. 

The results of the individual tests are given in Table 26, and the 
S-N diagrams for all of the tests except those with a 30-minute rest 
period are given in Fig. 29. There were not enough data to determine 
the S-N diagrams from tests with a 30-min. rest period, but the 
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TABLE 27 


Errecr or Pertops or Rest Uron Faticus Strenera or Butr WELDS IN Y-In. 
CARBON-STEEL PLATES 
Summary of Results 


Fatigue Strength,* 1000 lb. per sq. in. 
Stress = N = 2000 000 
1000 Ib. per N = 100 000t 
sq. in. 
No Rest | 5-minute | 30-minute | No Rest | 5-minute 
Rest Rest Rest 
+20.0 to —20.0 20.1 20.5 19.8t 
2082 
Reversal 
.Oto —16.0 15.4 14.2t 
16.0 to er 
0 to +30.0 34.3 27.2 
Zero to 23, 
Tension 0 to +27.0 25.6 8 
0 to +35.0 37.6 34.9 


*Each value represents the average of three tests. 
+N represents the number of cycles for failure. j d 
tT wo groups of three tests each at this rest period with average fatigue strengths as shown. 


equation of the other S-N diagrams was F — S(n/N)°1* and, since 
the specimens were identical, it has been assumed that the same equa- 
tion applies for tests with a 30-min. rest period. The values of F 
given in columns 6 and 7 of Table 26 have been computed from the 
data in columns 3 and 4 by the use of that equation. The average 
values given in Table 26 are repeated in Table 27, which is a summary 
of the results of all of the tests to determine the effect of periods of 
rest upon the fatigue strength of butt welds in %-in. carbon-steel 
plates. 

The difference between the fatigue strengths given by rest tests 
and by continuous tests had an average value of 5 per cent and a 
maximum value for any one series of 10 per cent, the values obtained 
from the rest tests being slightly less than those obtained from the 
continuous tests. It would seem, therefore, that rest periods did not 
_have a significant effect upon the fatigue strength of the welded joints. 

Unpublished results obtained by Moore and Putnam at the Uni- 
versity of Illinois showed a similar lack of significant effect of rest 
upon the fatigue strength of small polished specimens. 


*The fact that K was found to be 0.10 for butt welds in 14-in. plates and 0.13 for butt 
welds in %-in. plates may have been due to the difference in the thickness of the plates. 
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Fig. 30. Derrarts or SPECIMENS 


V. Tests To DETERMINE EXFFEcT OF TRANSVERSE FILLET WELDS 
Upon FATIGUE STRENGTH OF STEEL PLATES 


16. Description of Specomens and Tests——The object of the tests 
was to determine the effect of transverse fillet welds upon the fatigue 
strength of steel plates. Three types of specimens were used, the 
details of which are shown in Fig. 30. Type I was a continuous plate 
without welds or joints and with mill scale on both sides; type II had 
a narrow transverse plate attached to one side of the main plate with 
two transverse fillet welds; type III had transverse plates attached 
to both sides of the main plate. The main plate was continuous for 
all three types of specimens. 

Specimens of each of the three types were made of two grades of 
steel, a medium-grade carbon steel and a low-alloy steel.* Each of 
the six groups contained six identical specimens that were tested in 
fatigue on a cycle in which the stress varied from tension to an equal 
compression. 

Six coupon specimens of each material were tested for the purpose 


*This low-alloy steel is of the same type as that used in the tests described in Chapter III. 
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TABLE 28 
PuystcaL Properties oF Base PLATES 
. Yield Point Ultimate Elongation in Reduction of 

Specimen lb. per Strength 8 in. Area 

No. | sq. in. lb. per sq. in. per cent per cent 

Carbon-Steel Plates 

N1 34 250 59 800 31.0 52.8 

N2 34 000 58 700 31.0 56.7 

N3 34 000 58 200 31.0 55.1 

N4 35 000 58 100 31.8 57.8 

N5 35 200 58 400 28.1 51.6 

N6 34 600 59 100 31.4 56.4 

Av. 34 500 58 700 30.7 via 

Low-Alloy Plates 

M 58 500 79 000 21.6 61.3 

N 58 700 79 700 20.7 62.5 

O 59 500 79 250 21.0 62.0 

re 59 000 79 200 21.0 59.8 

Q 59 400 78 700 21.4 62.2 

R 59 650 77 800 17-5 61.5 

Av. 59 125 78 940 20.5 61.5 


of determining tie yield point, ultimate strength, per cent elongation 
in 8 inches, and per cent reduction of area. The results of the tests 
are given in Table 28. The average values of the physical properties 
were as follows: 

The carbon-steel plates had a yield point of 34 500 lb. per sq. in., 
an ultimate strength of 58 700 lb. per sq. in., an elongation in 8 inches 
of 30.7 per cent, and a reduction of area of 55.1 per cent. 

The alloy steel had a yield point of 59 125 lb. per sq. in., an ulti- 
mate strength of 78 940 lb. per sq. in., an elongation in 8 inches of 20.5 
per cent, and a reduction of area of 61.5 per cent. 

Stress-strain data were taken for two specimens of each material 
and the resulting stress-strain diagrams are given in Fig. 31. 

Drillings from the base plate and from the deposited metal were 
analyzed and the chemical composition is given in Table 29. 

The welding procedure was as follows: In fabricating the speci- 
~ mens with a single member normal to the base plate, the plate was 
placed in the horizontal position, the normal member tack-welded to 
the plate, and the assembly completed with a single-pass horizontal 
fillet weld on each side of the normal member. For the specimens 
that had normal members on both sides of the base plate, one side was 
fabricated as described, the specimen was then turned over and the 
process repeated. Data relating to the welding are given in Table 30. 
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Fig. 31. Srress-StraiIn DIAGRAMS FOR CARBON-STEEL PLATES AND 
Low-ALLoy-STEEL PLATES 


17. Results of Tests—The details of the tests are reported in 
Tables 31 and 32, and the S-N diagrams are given in Fig. 32. The 
specimens were originally made with a fillet radius of 414 in., but 
the first three specimens tested, 7, 8, and 9, Table 31, all broke 
in the fillet. The remaining specimens were then machined to a 12-in. 
radius. Specimens 7, 8, and 9 probably broke at a smaller number of 
cycles than they otherwise would because of the small fillet radius. 
For that reason these tests were not considered in drawing the lower 
S-N diagram of Fig. 32. For all other S-N diagrams, the points repre- 
senting individual tests were located and a straight line was drawn 
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TABLE 29 
CremicaL Composition OF PLATES AND WELD METAL 
Carbon Steel Alloy Steel 
Element 
Plate Weld Metal Plate Weld Metal 
Garb On isere artes tester cuenate rrrere eons lake 0.233 0.09 0.165 0.08 
IMUGN ZANERC she colic 3 sree chee anes oiteoa Sri 0.515 0.500 1.22 0.52 
IPHOSPHOrUusierceiete eee ae irasc o.cn 0.0147 0.015 0.022 0.0165 
SulpHurs cay. cetares «wien ears ace eines 0.041 0.026 0.066 0.025 
SSULIGONE | creedih aq beata ny keies ano cemented ae 0.016 0.215 0.20 0.23 
Copper baie nk eine eee oa ne saver eree 0.22 0.06 0.02 0.015 
Chronic ce dee ee ee ee ales 0.075 0.012 0.03 0.01 
WANA GININ spolerstan a Sarid cic tee tistere on raie 0.01 0.01 0.10 0.01 


which, it was believed, represented the average results. The value 
of K was then determined which made the equation F = S(n/N)* fit 
the line. The value of K for each line is given on the diagrams. The 
exponent K had a value of 0.10 for the type II specimens of alloy 
steel and that value was therefore used in drawing the S-N diagram 
for the type II specimen of carbon steel, the lower diagram of Fig. 32. 
The position of the line was determined from the three points to the 
right; the three points to the left, which were believed to be too low, 
being ignored. 

The values of F for the individual tests, computed by the use of 
the empirical equation F = S(n/N)*, are given in columns 5 and 6 


TABLE 30 
Data RELATING TO WELDING 


Base Material Carbon Steel Alloy 
ype of. Mlectrodex - nas etter cites eae EA EA 
SizesofMlectrodessr aacacci eee ee Ee ee 346 in. 346 in. 
Blectrode. Manufacturer... ....-.«.0.<0s-00se00e Reid-Avery Co. Reid-Avery Co, 
Number; of Passesiper) Welds. saasscnvennene ano ih 1 
OpentCincuita Voltages tamer tee eee 63 63 
ENXOA YG) KIO MEMEO oc MON eanen aoties Mobic 5c 26 26 
PAT CRATO DEES? sec... cleeistoe cree tice Oe 170 170 
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TABLE 31 


Fatigue StreENcTH or Pirates Wir Transverse Fitter Webs; CarBon- 
Sree, PLATES 


Ty, ral 
Specimen ers S Number of Fatigue Strength, F,* 


; ; Cycles tor p } Location of 
72 10005 of f 1) 10005 of 10 per sq. I’. 
No Type ie joer a COME a Gf CII EGA fahy 
: | Y, : ““° | i 1000's | N=/00000 \N=2000 000 
1) | (2) (3) (4) (GP (6) (@ 
/ 428.0 to -28.0 22.9 27.6 23.7 @ / (Certral Part) 
2 +28.0 to -28.0 46.3 27.0 23.2 0 / (Central Part) 
ss +26.0 fo -26.0 308.5 ZU 23.7 e@ 
GF 424.0 to -24.0 195.8 L4.8 L/dGe 2 
os +24.0 to -24.0 /00.4 24.0 20,7 © / (Central Part) 
6 +240 7o GELS) 23.9 20.6 @ ee 
Av. 25.8 


Bp +2/.0 to -2/.0 e /6./ e | 2 

8 +2/.0 to -2/.0 302.7 23.5 ¢ 17.4 3 

i) 421.0 to -2/.0 2420 229 e TAD NS 

/0 42/.0 to -2/.0 5639 25.0 @ /8.5 / 

7/ +20.0 to -20.0 1476.6 26.2 0 19.4. F 2 

12 420.0 to -20.0 1186.5 256 0 /9.0 / / 
A=0./0 Av. 18.9 

/3 +2/.0 to -2/.0 132.3 Zee JER || p 3 

/4 421.0 10 -2/.0 151.7 22.6 NEB NW dp 

/5 42/.0 to -2/.0 2/56 24./ fA OM 

/6 4/75 to -I7,.5 434.4 22.8 e /3.3 / 

1? +/5.0 to -15.0 754.2 2/.6 ¢ /2.3 / 

/8 +/4,0 to -14.0 /687.7 23.3 0 13.6 / 
K=0./8 | [Au 229 [4u /3./ 


a 
* = 6/2 
F=5(£) 
© Valves marked @ ror included /1? averages. 


of Tables 31 and 32, the value of K used for each group of tests being 
as given on the corresponding S-N diagram. 

The values of the fatigue strength for the various groups of speci- 
mens given in Tables 31 and 32 are summarized in Table 33. 


18. Discussion of Results—The fatigue strength of the type I and 
type II specimens was significantly greater for the alloy steel than it 
was for the carbon steel. For the type III specimens, the fatigue 
strength for failure at 100 000 cycles was approximately the same for 
the two kinds of steel, but, for failure at the larger number of cycles, 
the fatigue strength was somewhat less for the alloy than it was for 
the carbon steel. 

The specimens have been examined in order to learn whether or 
not there was any correlation between characteristics of the specimens 
and their fatigue strength. This examination included a determination 
of the contour of the welds and a hardness survey and study of the 
microstructure in and near the heat-affected zone. 
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TABLE 32 


Fatigue Strencru or Pirates Witn Transverse Fitter WeELps; ALLoy- 
STEEL PLATES 


(| 
; Number of | Fatigue Strength, F,* 
REG ees S, Cycles for | jp eee of 10. Donk g. I. Location of 
T (72 10005 or Fal/lure, 7, : | Fatigue Crack 
No. | Type | & Per sg! |" jn 1000 | N=/00000 |\N=2000000 | 
ate 2 eee ine@ @) 6) oO) 
37 +300 to -30.0 ORREHD) 35.6 0 L6.4 Si 
38 430.0 to -30.0 409.9 3460 25.6 3 
39 430.0 to -30.0 763.7 36.8 27.2 4 
40 434.0 to -34.0 153.3 35.5 2630 \ 8 
4/ +34.0 to -34.0 201.6 365 aA Oh Nees 
42 434.0 to -34.0 96.3 33.9 25 eewl ss 
A= 0.1/0 Av. 35.3 Av. 264 
43 4250 to-250| 831.0 30.9 ¢ 22.9 2 
44 | #250 10 ZEON JIA 3/5 @ 234 324 
4s 425.0 to -25.0 2667.9 34.7 @ 25.0 No failure y 
46 = +28.0 to -28.0 500.0 329 ° 244 / rf 
47 429.0 to -29.0 299.7 324 ZL O \\ fh 
48 hl 429.0 to -29.0 193.9 31.0 PCE ih 
A=0./0 TIO hel Aye FRE) 
{| 7 421.0 to =e? 1304 22.5 FO Guan 
50 +2/.0 to -21.0 89.0 204 940 | / 
5/ #2/.0 to -2/.0 /578 23.7 jog \/ 
52 | 4/20 10 -/4.0 873.7 246° 113 / 
53 +/4.0 10 -/4.0 475.9 2/.0 « 96 vy, 
54 +/3.0 to -/3.0 5901 20.6 © 95 / 
K=0.26 [Au 222 Av. /0.1 


© Values marked * not included in averages. 


The height of the weld and the thickness of the throat were 
measured with the weld gage* shown in Fig. 33. These measure- 
ments indicated that, in general, the throat thickness was slightly less 
for the carbon-steel specimens than it was for the specimens made of 
the alloy steel. The welds for each of the two plate materials had 
distinguishing characteristics in spite of the fact that the same elec- 
trode and the same position and procedure in welding were used for 
both. In general, the welds on the carbon-steel specimens not only 
had a smaller throat than those on the alloy specimens, but the angle 
between the fillet surface and the face of the base plate was also 
smaller. Figures 34 and 35 show typical fillets for the two kinds of 
plate material. It should be noted that the fatigue crack followed the 
junction of the weld and main plate for all specimens. 

Because the bead played such an important part in the fatigue 
failure, all specimens containing welds were given a bead rating which 


*This gage was developed by the Bureau of Construction and Repair, U. S. Navy. 
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was intended to indicate the probable influence which the bead had 
upon the fatigue strength of the specimen. The ratings and specimen 
numbers are listed in Table 34. A description of each rating is given 
at the foot of the table. The fatigue-strength rating of the same speci- 
mens is given in Table 35. The data in Tables 34 and 35 are combined 
in Table 36. In this table the specimens are separated according to their 
bead ratings, and also according to the plate materials. The average 
fatigue-strength rating for each plate material is also given. These 
averages lose some of their significance due to the fact that, for a 
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TABLE 33 
Farigup StreENGTH or Piares Wira TRANSVERSE Fitter WELDS 
Summary 
Average Fatigue Strength, 1000 lb. per sq. in. 
Kind of Type of 
Steel Specimen 
N = 100000 N = 2000 000 
I 25.8 22.8 
Carbon Il 25.4 18.9 
Ill 22.9 Le see 
I 35.3 26.4 
Alloy IL Sled 23.9 
Ill 22.2 10.1 


*Value taken from diagram of Fig. 32 instead of from Table 32 because specimens 7, 8, and 9 
broke in the fillet (see text). 


, 


given plate material, most of the specimens of a group had the same 
bead rating. It is of interest to note, however, that, for a given 
material, the average fatigue-strength rating had practically the same 
value for all bead ratings. It would therefore appear that, although 
the character of the bead had some affect upon the fatigue strength 
of the specimens, the variations in the beads did not affect the fatigue 
strength of the specimens tested by more than 5 per cent. 


19. Metallurgical Studies—The purpose of the metallurgical 
studies was to obtain for each type of joint, of each of the two steels, 
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the metallurgical character of the joint, and to determine to what 
extent, if any, the variations of the fatigue values of the welds could 
be attributed to the metallurgical character of the weld. Metallurgical 
examinations, consisting of a survey of the microstructure and hard- 
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TABLE 34 
Ratine or Breaps FroM PROFILE 
Carbon-Steel Specimens Alloy-Steel Specimens 
Speci Bead Specimen Bead Specimen Bead Specimen Bead 
DNR t Rating No. Rating No. Rating No. Rating 
7 A 13 A 43 A 49 B 
8 A 14 B 44 D 50 B 
9 A 1S A 45 51 A 
10 B 16 B 46 B §2 B 
11 A 17 Cc 47 B 53 B 
12 A 18 A 48 B 54 B 


Rating A: No undercutting, normal convex or concave bead with smooth, concave junction 
of bead with plate. f : : 

Rating B: No undercutting, convex bead with sharp re-entrant angle at junction of weld bead 
and plate. 

Rating C: Undercutting with normal convex or concave bead. 

Rating D: Undercutting, convex bead, sharp re-entrant angle. 


ness, were made in the weld metal, in the heat-affected zone of the 
base plate, and in the unaffected plate metal for all specimens. Inas- 
much as it developed that all similar specimens had the same metal- 
lurgical characteristics, the details are reported for only a few. 

The results of the examination of typical specimens of the two 
steels are shown in Figs. 36 to 40. In these figures the system of des- 
ignating areas indicated in Fig. 36 was followed, the region of the 
unaffected base material being represented by a, of the heat-affected 
zone by b, and of the weld metal by c. Complete hardness surveys 
were made of each type of welded joint of each of the two steels, but 
the photomicrographs were taken only of the vital regions and of the 
areas of unusual interest. Several specimens had fatigue values that 
were not in agreement with the values of the other specimens. As 


TABLE 35 
FatTIGuE-STRENGTH RaTING* 


Carbon-Steel Specimens Alloy-Steel Specimens 

: Fatigue- A Fatigue- : Fatigue- i. Fatigue- 
Sp on Strength Poca en Strength Gpecim cm Stroneth Soraigen Sircneth 
Rating Gp Rating : Rating ee Rating 

a 0.96 13 0.96 43 0.95 49 TOL 

8 1.03 14 0.99 44 0.97 50 0.92 

9 1.01 15 1.05 45 1.06 51 1.07 

10 0.98 16 1.01 46 1.01 52 raat 

11 1.03 17 0.94 47 1.02 53 0.95 

12 1.01 18 1.04 48 0.98 54 0.94 


*The fatigue-strength rating is the ratio of the fati 


. ue strength of indivi i 
the average fatigue strength of the group to which the indi ath of the individual specimen to 


dividual belonged. 
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TABLE 36 
RELATION Brerwreen Brad Rarina AND Faricur-Srrencra Ravina 


Bead Rating A Bead Rating B Bead Rating C Bead Rating D 
Material of 
Specimens eee Fatigue- : Fatigue- |q._: Fatigue- A Fatigue- 
Specimen Strength Ones Strength Rae Strength So. cree Sirenath 
Rating : Rating : Rating e Rating 
Carbon Steel 7 0.96 10 0.98 17 0.94 
8 1.03 14 0.99 
9 1.01 16 1.01 
11 1.03 
12 1.01 
13 0.96 
15 1.05 
18 1.04 
Av 1.01 0.99 0.94 
Alloy Steel 43 0.95 46 1.01 44 0.97 
51 1.07 47 1.03 
48 0.98 
49 1.01 
50 0.92 
52 1.11 
53 0.95 
54 0.94 
Av. LOL 0.99 0.97 


these unusual results could not be attributed to the contour of the 
weld bead or to other physical discontinuities of the weld joint, the 
welds were examined for metallurgical discontinuities. 

The microstructure and hardness values of the tee and double-tee 
welded joints of the carbon steel indicated that all areas of the welds 
had desirable physical properties. The hardness survey of specimen 
14, presented in Fig. 36, shows that the maximum hardness in the 
heat-affected zone of the main plate was less than 180 Vickers, which 
is below the tentative weldability standard of 200 Vickers set by the 
American Welding Society. The maximum difference in hardness be- 
tween the heat-affected zone of the plate and the unaffected plate is 
50 Vickers numbers which is well below the maximum safe value. 

The structure in the heat-affected zone of the main plate of speci- 
men 8, shown in Fig. 37, was sorbitic, which indicated that this zone 
had greater strength and ductility than the unaffected plate metal. 
Region B, Fig. 37, shows the root of the weld of specimen 8. Region C 
shows overlapping of the weld metal at the toe of the fillet and also 
undercutting. 

The microstructure and hardness values of the heat-affected zone 
of alloy-steel specimens showed no indication of any undesirable 
metallurgical changes due to welding. The variation in hardness for 


74 ILLINOIS ENGINEERING EXPERIMENT STATION 


a Flate 
6 feat Affected EAE 
c Weld Metal 


Vickers SVfordness 
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CaARBON-STEEL SPECIMENS 


specimen 43, is shown in Fig. 38. The maximum hardness in the heat- 
affected zone of the alloy-steel specimens did not exceed 230 Vickers, 
and the maximum hardness variation in the joint did not exceed 50, 
which is acceptable. The micrographs of the heat-affected zones of the 
single-tee and double-tee specimens were so similar that the micro- 
graphs of specimen 49, shown in Fig. 39, are representative of both 
types of joints. The structure of the heat-affected zone was sorbitic, 
as shown by A, B, C, and D of the figure. 

Figure 38 shows the overlapping of the weld metal at A, the toe 
of the fillet of specimen 43, nevertheless, failure was at B. Figure 39 
shows overlapping of the weld metal at G, the toe of the fillet of 
specimen 49, the point at which the fatigue crack started; and Fig. 40 
shows the path of the fatigue crack through the heat-affected zone. 
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The fatigue strength was not, however, significantly lower for these 
than for other similar specimens. 

Figure 39F shows the unusual structure of the heat-affected zone 
of one of the fillet welds. The time and temperature of heating were 
such that the diffusion of carbon did not produce a homogeneous 
structure. 

The metallurgical changes due to welding were not significant for 
either the carbon or the alloy steel. The maximum Vickers hardness 
number was 200 for the carbon steel and 230 for the alloy steel; and 
the maximum hardness variation in a joint was 50. The welding pro- 
cedure developed a tough sorbitic structure in the heat-affected zone 
of both steels. 


20. Summary.—The values of the fatigue strengths of the indi- 
vidual specimens are given in Tables 31 and 32, and the average 
values are summarized in Table 33. These results, together with the 
discussion contained in Sections 18 and 19, apparently justify the 
following statements: 

(1) The fatigue strength of the type I and type II specimens was 
significantly greater for the alloy steel than it was for the carbon 
steel. For the type III specimens the fatigue strength for failure at 
100 000 cycles was approximately the same for both kinds of steel, 
but, for failure at a larger number of cycles, the fatigue strength was 
somewhat less for the alloy than it was for the carbon steel. 

(2) The fatigue strength of specimens made of the alloy steel was 
considerably greater for the type II specimens and somewhat less for 
the type III specimens than the fatigue strength of butt welds in the 
alloy-steel plates reported in Table 22, page 49. 

(3) The metallurgical changes due to welding were not significant 
for either the carbon steel or the alloy steel. The maximum hardness, 
expressed in Vickers numbers, was 200 for the carbon steel and 230 for 
the alloy steel, and the maximum hardness variation in the joint was 
50. The welding procedure developed a tough sorbitic structure in the 
heat-affected zone of both steels. 

(4) The character of the bead had some effect upon the fatigue 
strength of the specimens, but the variations in the beads for a given 
base metal probably did not, for the specimens tested, affect the 
fatigue strength by more than 5 per cent. 
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VI. SummMaArRY OF RESULTS 


21. Summary.—In order to define completely the fatigue strength 
of a specimen, it is necessary to give the maximum stress in the stress 
cycle, the ratio of the minimum to the maximum stress, and the num- 
ber of cycles for failure. The stress cycles used in the tests reported 
in this bulletin include tension to an equal compression, zero to tension, 
and tension to tension one-half as great. The corresponding ratios of 
minimum to maximum stress, designated by r, are —1.0, 0.0, and -+-0.5. 
Some specimens of each group were tested for failure at a small num- 
ber of cycles (approximately 100 000) and others for failure at a 
large number of cycles (approximately 2 000 000). The fatigue 
strength corresponding to failure at 100 000 cycles and at 2 000 000 
cycles was computed from the actual stress and the actual number of 
cycles for failure by means of the empirical equation F = S(n/N)*, 
in which F is the fatigue strength corresponding to failure at N cycles, 
S is the maximum stress in the stress cycle which caused failure at 7 
cycles, and K is an experimental constant whose value depends upon 
the stress-raising characteristics of the specimen. Although it is an 
empirical equation it is fairly accurate if the ratio n/N does not vary 
too much from unity. 

The tests reported in this bulletin apparently justify the following 
statements relative to the results obtained from each of the four 
groups of tests. 


Butt Welds in 7%-in. Carbon-Steel Plates 


(1) The average value of the fatigue strength for each group of 
tests is given in Table 18, page 39, and the effect of the ratio of the 
minimum to the maximum stress upon the fatigue strength is repre- 
sented by the diagrams of Fig. 14, page 40. 

(2) For specimens in the as-welded condition, the values of the 
fatigue strength for a cycle in which the stress varied from tension to 
an equal compression were 22 300 lb. per sq. in. for failure at 100 000 
cycles and 14 400 lb. per sq. in. for failure at 2 000 000 cycles, and 
for a cycle in which the stress varied from zero to tension the values 
of the fatigue strength were 33 100 lb. per sq. in. for failure at 100 000 
eycles and 22 500 lb. per sq. in. for failure at 2 000 000 cycles. 

(3) For specimens in the as-welded condition, except that the 
reinforcement had been machined flush with the base plate on both 
sides, the values of the fatigue strength for a cycle in which the stress 
varied from tension to an equal compression were 28 900 lb. per sq. in. 
for failure at 100 000 cycles and 16 850 lb. per sq. in. for failure at 
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2 000 000 cycles. These values are considerably higher than cor- 
responding values reported in the preceding paragraph for similar 
specimens with the reinforcement on. 

(4) A comparison of the fatigue strength of butt welds that have 
been stress-relieved by heat treatment with the fatigue strength of 
those that have not been stress-relieved indicates that stress-relieving 
did not affect the fatigue strength. This was true for the specimens 
with the reinforcement off as well as for those with the reinforce- 
ment on. 

(5) Specimens from which the reinforcement had been machined 
flush with the base plate on both sides had approximately the same 
fatigue strength as plates without welds but with the mill scale on. 

(6) Specimens from which the reinforcement had been ground 
flush with the base plate on both sides with a portable grinder had 
a fatigue strength only slightly lower than that of similar specimens 
with the reinforcement machined off. 

(7) Specimens with the reinforcement and mill scale machined off 
and the surfaces polished had a fatigue strength somewhat greater 
than that of specimens with the mill scale on, but considerably lower 
than that of small round machined and polished specimens. This 
latter difference may be due to the size effect. 

(8) For all kinds of specimens, stress-relieved or not stress- 
relieved, reinforcement off or reinforcement on, the fatigue strength 
corresponding to failure at 2 000 000 repetitions of a cycle in which 
the stress varied from tension to tension one-half as great exceeded 
the yield point of the material, and is therefore not important to the 
structural designer. 


Relative Strength of Welded and Riveted Joints 
in Low-Alloy Steel Plates 


(9) The low-alloy structural steel plates had a static strength 
based on the gross area of 83 000 lb. per sq. in. when fabricated by 
welding and of 64 800 lb. per sq. in. when fabricated by riveting. The 
strength of the latter based on the net section was 85 000 lb. per 
sq. In. 

(10) The low-alloy structural steel plates had a fatigue strength 
based on the gross area and corresponding to failure at 100 000 cycles 
of 25 000 Ib. per sq. in. when fabricated by welding and of 19 800 lb. 
per sq. in. when fabricated by riveting. For failure at 2 000 000 
cycles, the corresponding values were 15 000 Ib. per sq. in. and 13 800 
lb. per sq. in. for welded and riveted joints, respectively. These values 
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of the fatigue strength are for a cycle in which the stress varied from 
tension to an equal compression. 

(11) The fatigue cracks in the riveted specimens passed through 
the holes in the outer row. Those in the welded specimens always 
began at the edge of the deposited metal where the abrupt change in 
section acted as a stress raiser that extended the full width of the 
specimen. 


Effect of Periods of Rest Upon Fatigue Strength of Butt Welds 


(12) The specimens, which were as nearly identical as it was 
feasible to make them, were divided into three groups. One group was 
subjected to continuous tests, a second group was subjected to an 
intermittent test in which a specimen was subjected to a 5-min. rest 
period after each 100 cycles, and a third group was subjected to an 
intermittent test in which a specimen was subjected to a 30-min. rest 
period after each 100 cycles. The average results of the fatigue tests 
are given in Table 27, page 62. 

(13) The difference between the fatigue strengths given by rest 
tests and by continuous tests had an average value of 5 per cent and 
a maximum value for any one series of 10 per cent, the values obtained 
from the rest tests being slightly less than those obtained from the 
continuous tests. It would appear, therefore, that rest periods did not 
have a significant effect upon the fatigue strength of the welded joints. 


Effect of Transverse Fillet Welds Upon the Fatigue 
Strength of Steel Plates 


(14) The details of the specimens are given in Fig. 30, page 63, 
and the average results of the fatigue tests are given in Table-33, 
page 70. 

(15) The fatigue strength of the type I and type II specimens 
(see Fig. 30) was significantly greater for the alloy steel than it was 
for the carbon steel. For the type III specimens the fatigue strength 
for failure at 100 000 cycles was approximately the same for both 
kinds of steel, but, for failure at a larger number of cycles, the fatigue 
strength was somewhat less for the alloy than it was for the carbon 
steel. 

(16) The fatigue strength of specimens made of the alloy steel 
was considerably greater for the type II specimens and somewhat less 
. for the type II specimens than the fatigue strength of butt welds 1 in 
the alloy-steel plates reported in Table 22, page 49. 

(17) The metallurgical changes due to welding were not significant 
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for either the carbon steel or the alloy steel. The maximum hardness, 
expressed in Vickers numbers, was 200 for the carbon steel and 230 
for the alloy steel, and the maximum hardness variation in the joint 
was 50. The welding procedure developed a tough sorbitie structure 
in the heat-affected zone of both steels. 

(18) The character of the bead had some effect upon the fatigue 
strength of the specimens, but the variations in the beads for a given 
base metal probably did not, for the specimens tested, affect the 
fatigue strength by more than 5 per cent. 
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